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OFFICE  OF  THE  FEDERAL  REGISTER 
1 CFR  Part  51  ^ 

Incorporation  by  Reference 

agency:  Office  of  the  Federal  Register. 
ACTION:  Approval  of  incorporations  by 
reference  and  corrections. 

summary:  This  document  announces  the 
final  approval  for  incorporation  by 
reference  of  certain  publications  that 
were  given  extensions  of  approval  by 
the  Director  of  the  Federal  Register  on 
March  31, 1981  (46  FR 19660).  The  March 
31  document  listed  materials  approved 
by  the  Director  for  incorporation  by 
reference  into  Title  17-27  of  the  Code  of 
Federal  Regulations.  Material  that  is 
approved  for  incorporation  by  reference 
has  the  same  legal  status  as  if  it  were 
published  in  full  in  the  Federal  Register. 
This  document  also  makes  corrections 
to  the  March  31  document 
EFFECnvs  date:  The  Director  a|^m}ves 
the  following  incorporations  by 
reference  fw  one  year  effective  April  1, 
1981. 

FOR  FURTHER  INFORMATION  CONTACT: 

Rose  Anne  Lawson  at  (202)  523-4534. 

Dated:  May  26. 1981. 
lohn  B.  Byme, 

Director  of  the  Federal  Register. 

1.  The  following  correction  is  made  to 
the  issue  for  March  31. 1981: 

21  CFR  Part  701— Food  and  Drug 
Administration 

On  page  19663,  correct  the  address  fw 
The  Coanetic,  Toiletry,  and  Fragrance 
Association,  Inc.  to  read  as  follows: 

1110  Vermont  Avenue,  NW^  Suite  800, 
Washington.  DC  20005 

2.  Final  approval  for  incorpOTation  by 
reference  is  granted  to  the  following 
publications: 

WLLIIIG  CODE  1S0S-«2-M 
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24  CFR  Subtitle  B,  Chapter  II  (Parts  200-299)— Department  of  Housing  and  Urban 
Development,  OfHce  of  Assistant  Secretary  for  Housing — Federal  Housing  Commissioner 

CFR  Citation 

(The  following  publications  are  incorporated  by  reference  in  the  HUD  Minimum  Property 
Standards  (MPS).  The  MPS  are  in  turn  incorporated  by  reference  in  24  CFR  Part  200,  Subpart 
S.  The  MPS  may  be  purchased  from  the  U.S.  C^vemment  Printing  Office,  Washington,  DC 
20402.  It  is  available  for  public  inspection  at  the  HUD  Information  Center,  Room  1202,  451 
Seventh  St.,  SW,  Washington,  DC,  at  each  HUD  Regional,  Area,  and  Insuring  Office,  and  at 
the  O^ce  of  the  Federal  Register,  1100  L  St.,  NW,  Washington,  DC.  The  individual  standards 
referenced  in  the  MPS  are  available  at  the  addresses  contained  in  the  following  table.  They 
are  available  for  public  inspection  at  the  HUD  Office  of  Technical  and  Credit  Standards, 
Room  6156,  451  Seventh  St.,  SW,  Washington,  DC,  each  Regional  and  Area  Office,  and  the 
Office  of  the  Federal  Register.) 

Air  Conditioiiing  and  Refrigeration  Institute  (ARI) — 

1815  North  Fort  Myer  Drive,  Arlington,  Virginia  22209 
ARI  210-74  Unitary  Air  Conditioning  Equipment 
ARI  240-75  Unitary  Heat  Pump  Equipment 
Air  Conditioning  Contractors  of  America  (ACCA) — 

1228  17  St.,  N.W.,  Washington,  DC  20036 
Manual  ] — Load  Calculation  for  Residential  Winter  and  Summer  Air 
Conditioning — 1975 

American  Concrete  Institute  (ACI)^ 

P.O.  Box  19150,  Redford  Station,  Detroit  Michigan  48219 
ACI  531-79  and  ACI  531R  Building  Code  Requirements  for  Concrete 
Masonry  Structures  and  Commentary 

American  Gas  Association  (AGA) 

1515  Wilson  Boulevard,  Arlington,  Virginia  22209 
Directory  of  Certified  Appliances  and  Accessories,  January  1,  1981 
American  Institute  of  Steel  Construction  (AISC) 

400  N.  Michigan  Avenue,  Chicago,  Illinois  60611 
Specification  for  the  Design,  Fabrication  and  Erection  of  Structural 
Steel  for  Buildings — 1978 

American  Institute  of  Timber  Construction  (ATTC) 

333  W.  Hampden  Avenue,  Englewood,  Colorado  80110 
Timber  Construction  Manual — 1974 
American  Iron  and  Steel  Institute  (AISI) 

1000  16th  St.,  NW.,  Washington,  DC  20036 
Specification  for  the  Design  of  Cold-Formed  Steel  Structural  Mem¬ 
bers — 1980 

Specification  for  the  Design  of  Cold-Formed  Stainless  Steel  Structural 
Members — 1974 

Design  Manual  for  Structural  Steel  Tubing — 1976 
American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  New  York  10018 
A  42.3-71  Lathing  and  Furring  for  Portland  Cement-Lime  Plastering, 

Exterior  (Stucco)  and  Interior 

A  58.1-72  Minimum  Design  Loads  in  Buildings  and  Other  Structures 
A  108.1-76  Installation  of  Glazed  Wall  Tile,  Ceramic  Mosaic  Tile, 

Quarry  Tile  and  Paver  Tile  with  Portland  Cement  Mortar 
A  108.4-76  Installation  of  Ceramic  Tile  with  Water-Resistant  Organic 
Adhesives 

A  108.5-76  Installation  of  Ceramic  Tile  with  Dry-Set  Portland  Cement 
Mortar  or  Latex-Portland  Cement  Mortar 
A  108.6-76  Installation  of  Ceramic  Tile  with  Chemical  Resistant, 

Water  Cleanable  Tile-Setting  and  Grouting  Epoxy 
A  112.19.2-73  Vitreous  China  Plumbing  Fixtures 
A  117.1-80  Specifications  for  Making  Buildings  and  Facilities  Accessi¬ 
ble  to  and  Usable  by  Physically  Handicapped  People 
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A  118.1-76  Specifications  For  Dry-Set  Portland  Cement  Mortar 
A  118.3-76  Specifications  For  Chemical  Resistant  Water  Clcanable 
Tile-Setting  and  Grouting  Epoxy  of  Ceramic  Tile 
A  136.1-72  Standard  for  Organic  Adhesives  for  Installation  of  Ceramic 
Tile 

A  208.1-79  Mat  Formed  Wood  Particleboard 
0 10.2-75  Laminated  Hardwood  Block  Flooring 
Z  21.10.1-75  Gas  Automatic  Storage  Type  Water  Heaters 
Z  21.40.1-74  Gas  Fired  Absorbtion  Summer  Air  Conditioning  Appli¬ 
ances  ' 

Z  34.1-47  American  Standard  Practice  For  Certification  Procedures 

American  Plywood  Association  (APA) 

P.O.  Box  1170,  Tacoma.  Washington  98411 
APA  AFG-01  Adhesives  For  Field-Gluing  Plywood  to  Wood  Fram¬ 
ing — 1974 

APA  C50  Plywood  Floor  Systems — 1979 

APA  E30  Plywood  Construction  Guide — Residential  and  Commer¬ 
cial — 1980 

APA  S811  Design  and  Fabrication  of  Plywood  Curved  Panels — 1979 

APA  S812  Design  and  Fabrication  of  Plywood-Lumber  Beams — 1979 

APA  U310  Plywood  Diaphragm  Construction — ^1978 

APA  V450  Glued  Floor  System — 1980 

APA  U813  Design  of  Plywood  Stressed  Skin  Panels — 1976 

APA  U814  Design  and  Fabrication  of  Plywood  Sandwich  Panels — ^1978 

APA  V340  Fabrication  of  Plywood  Stressed  Skin  Panels — ^1974 

APA  Y510  Plywood  Design  ^lecification — 1980 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street,  Miiladelphia,  Pennsylvania  19103 
A  27-79  Mild-  to  Medium-Strength  Carbon-Steel  Castings  for  General 
Application  ^ 

A  36-77a  Structural  Steel 

A  53-79  Pipe,  Steel,  Black  and  Hot-Dipped.  Zinc-Coated  Welded  and 
Seamless 

A  74-75  Cast  Iron  Soil  Pipe  and  Fittings 
A  82-79  Cold-Drawn  Steel  Wire  for  Concrete  Reinforcement 
A  116-73  Zinc-Coated  (Galvanized)  Iron  or  Steel  Farm-Field  and  Rail¬ 
road  Right-of-Way  Wire  Fencing 
A 148-73  High-Strength  Steel  Castings  for  Structural  Purposes 
A  167-77  Stainless  and  Heat-Resisting  Chromium-Nickel  Steel  Mate, 

Sheet  and  Strip  ' 

A 184-79  Fabricated  Deformed  Steel  Bar  Mats  for  Concrete  Reinforce¬ 
ment  * 

A  242-79  High-Strength  Low-AIIoy  Structural  Steel 
A  268-79a  Seamless  and  Welded  Ferritic  Stainless  Steel  Tubing  for 
General  Service 

A  307-78  Carbon  Steel  Externally  Threaded  Standard  Fasteners 
A  325-79  High-Strength  Bolts  for  Structural  Steel  |oints 
A  361-76  Steel  Sheet,  Zinc-Coated  (Galvanized)  by  the  Hot-Dip  Proc¬ 
ess  for  Roofing  and  Siding 

A  412-75  Stainless  and  Heat-Resisting  Chromium  Nickel-Manganese 
Steel  Plate,  Sheet,  and  Strip 

A  416-74  Uncoated  Seven-Wire  Stress-Relieved  Strand  for  Prestressed 
Concrete 

A  421-78  Uncoated  Stress-Relieved  Wire  for  Prestressed  Concrete 
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A  441-79  High-Strength  Low-Alloy  Structural  Manganese  Vanadium 
Steel 

A  446-76  Steel  Sheet,  Zinc-Coated  (Galvanized)  by  the  Hot-Dip  Proc¬ 
ess,  Structural  (Physical)  Quality 
A  449-78a  Quenched  and  Tempered  Steel  Bolts  and  Studs 
A  490-79  Quenched  and  Tempered  Alloy  Steel  Bolts  for  Structural 
Steel  Joints  ' 

A  500-78  Cold-Formed  Welded  and  Seamless  Carbon  Steel  Structural 
Tubing  in  Rounds  and  Shapes 

A  501-76  Hot-Formed  Welded  and  Seamless  Carbon  Steel  Structural 
Tubing 

A  502-76  Steel  Structural  Rivets 

A  514-77  High-Yield  Strength,  Quenched  and  Tempered  Alloy  Steel 
Plate,  Suitable  for  Welding 

A  525-76  Steel  Sheet,  Zinc-Coated  (Galvanized)  by  the  Hot-Dip  Proc¬ 
ess,  General  Requirements 

A  529-75  Structural  Steel  with  42,000  PSI  (290  MPa)  Minimum  Yield 
Point  ( in.  (12.7mm)  Maximum  Thickness) 

A  570-79  Hot-Rolled  Carbon  Steel  Sheet  and  Strip,  Structural  Quality 
A  572-79  High-Strength  Low-Alloy  Columbium-Vanadium  Steels  of 
Structural  Quality 

A  588-79a  High-Strength  Low-Alloy  Structural  Steel  with  50,000  PSI 
Minimum  Yield  Point  to  4  in.  Thick 

A  606-75  Steel  Sheet  and  Strip,  Hot-Rolled  and  Cold-Rolled  High 
Strength,  Low-Alloy,  with  Improved  Corrosion  Resistance 
A  607-75  Steel  Sheet  and  Strip,  Hot-Rolled  and  Cold-Rolled,  Fligh 
Strength,  Low-Alloy  Columbium  and/or  Vanadium 
A  611-72  Steel,  Cold-Rolled  Sheet,  Carbon,  Structural  , 

A  615-79  Deformed  and  Plain  Billet-Steel  Bars  for  Concrete  Reinforce¬ 
ment 

A  616-79  Rail-Steel  Deformed  and  Plain  Bars  for  Concrete  Reinforce¬ 
ment 

A  617-79  Axle-Steel  Deformed  and  Plain  Bars  for  Concrete  Reinforce¬ 
ment 

A  618-74  Hot-Formed  Welded  and  Seamless  High-Strength  Low-Alloy 
Structural  Tubing 

A  668-79a  Steel  Forgings,  Carbon  and  Alloy,  for  General  Industrial 
Use 

B  88-80  Seamless  Copper  Water  Tube 

B  227-70  Hard-Drawn  Copper-Clad  Steel  Wire 

B  370-77  Copper  Sheet  and  Strip  for  Building  Construction 

B  587-80  Welded  Brass  Tube 

C  4-62  Clay  Drain  Tile 

C  5-79  Quicklime  for  Structural  Purposes 

C 12-77  Installing  Vitrified  Clay  Pipe  Lines 

C 14-79  Concrete  Sewer,  Storm  Drain,  and  Culvert  Pipe 

C  22-77  Gypsum 

C  28-80  Gypsum  Plasters 

C  32-73  Sewer  and  Manhole  Brick  (Made  from  Clay  or  Shale) 

C  33-80  Concrete  Aggregates 

C  34-62  Structural  Clay  Load-Bearing  Wall  Tile 

C  35-76  Inorganic  Aggregates  for  Use  in  Gypsum  Plaster 

C  36-80  Gypsum  Wallboard 

C  37-80  Gypsum  Ijith 

C  52-54  Gypsum  Partition  Tile  or  Block 

C  55-75  Concrete  Building  Brick 

C  56-71  Structural  Clay  Non-Load  Bearing  Tile 

C  57-57  Structural  Clay  Floor  Tile 

C  61-76  Gypsum  Keene's  Cement 

C  e2-75a  Building  Brick  (Solid  Masonry  Units  Made  From  Clay  or 
Shale) 

C  64-72  Refractories  for  Incinerators  and  Boilers 
C  73-75  Calcium  Silicate  Face  Brick  (Sand-Lime  Brick) 

C  76-79  Reinforced  Concrete  Culvert,  Storm  Drain,  and  Sewer  Pipe 
C  79-78  Gypsum  Sheathing  Board 
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C  88-76  Soundness  of  Aggregates  by  Use  of  Sodium  Sulfate  or  Manga¬ 
nese  Sulfate 

C  90-78  Hollow  Load-Bearing  Concrete  Masonry  Units 
C  91-78  Masonry  Cement 
C  94-80  Ready-Mixed  Concrete 

C  126-71  Ceramic  Glazed  Structural  Clay  Facing  Tile.  Facing  Brick, 
and  Solid  Masonry  Units 

C  129-75  Non-Load  Bearing  Concrete  Masonry  Units 
C  139-73  Concrete  Masonry  Units  for  Construction  of  Catch  Basins 
and  Manholes  ^ 

C  143-78  Slump  of  Portland  Cement  Concrete 
C  144-76  Aggregate  for  Masonry  Mortar 
C  145-75  Solid  Load-Bearing  Concrete  Masonry  Units 
C  150-80  Portland  Cement 

C  157-75  Length  Change  of  Hardened  Cement  Mortar  and  Concrete 
C  206-79  Finishing  Hydrated  Lime 
C  207-79  Hydrated  Lime  for  Masonry  Purposes 

C  208-72  Insulating  Board  (Celluosic  Fiber),  Structural  and  Decorative 
C  209-72  Insulating  Board  (Cellulosic  Fiber),  Structural  and  Decorative 
C  212-75  Structural  Clay  Facing  Tile 

C  216-79  Facing  Brick  (Solid  Masonry  Units  Made  from  Clay  or  Shale) 

C  220-77  Flat  Asbestos-Cement  Sheets 

C  221-77  Corrugated  Asbestos-Cement  Sheets  '  . 

C  222-78  Asbestos-Cement  Roofing  Shingles 
C  223-76  Asbestos-Cement  Siding 
C  260-77  Air-Entraining  Admixtures  for  Concrete 
C  270-80a  Mortar  for  Unit  Masonry 

C  315-78C  Clay  Flue  Linings  ' 

C  317-76  Gypsum  Concrete 

C  330-79  Lightweight  Aggregates  for  Structural  Concrete 
C  332-77a  Lightweight  Aggregates  for  Insulating  Concrete 
C  355-64  Water  Vapor  Transmission  of  Thick  Materials 
C  377-77  Precast  Reinforced  Gypsum  Slabs 
C  412-79  Concrete  Drain  Tile 

C  425-77  Compression  Joints  for  Vitrified  Clay  Pipe  and  Fittings 
C  428-78  Asbestos-Cement  Nonpressure  Sewer  Pipe 
C  444-79  Perforated  Concrete  Pipe 

C  475-64  Joint  Treatment  Materials  for  Gypsum  Wallboard  Construc¬ 
tion 

C  476-71  Mortar  and  Grout  for  Reinforced  Masonry 
C  494-79  Chemical  Admixtures  for  Concrete 

C  495-77a  Compressive  Strength  of  Lightweight  Insulating  Concrete 
C  508-78a  Asbestos-Cement  Underdrain  Pipe 

C  509-79  Cellular  Elastomeric  Preformed  Gasket  and  Sealing  Material 
C  514-77  Nails  for  the  Application  of  Gypsum  Wallboard 
C  516-75  Vermiculite  Loose  Fill  Insulation 
C  530-75  Structural  Clay  Non-Load  Bearing  Screen  Tile 
C  549-73  Perlite  Loose  Fill  Insulation 
C  564-76  Rubber  Gaskets  for  Cast  Iron  Soil  Pipe  and  Fittings 
C  587-68  Gypsum  Veneer  Plaster 
C  588-80  Gypsum  Base  for  Veneer  Plasters 
C  595-79  Blended  Hydraulic  Cements 

C  618-78  Fly  Ash  and  Raw  or  Calcined  Natural  Pozzolan  for  Use  as  a 
Mineral  Admixture  in  Portland  Cement  Concrete 
C  630-78  Water-Resistant  Gypsum  Backing  Board 
C  652-77  Hollow  Brick  (Hollow  Masonry  Units  Made  from  Clay  or 
Shale) 

C  654-79  Porous  Concrete  Pipe 

C  655-77  Reinforced  Concrete  D-Load  Culvert,  Storm  Drain  and  Sewer 
Pipe 

C  666-77  Resistance  of  Concrete  to  Rapid  Freezing  and  Thawing 
C  700-78a  Vitrified  Clay  Pipe,  Extra  Strength,  Standard  Strength,  and 
Perforated 

C  803-79  Penetration  Resistance  of  Hardened  Concrete 
C  840-79  Application  and  Finishing  of  Gypsum  Board 
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C  841-80  Installation  of  Interior  Lathing  and  Furring 

C  842-79  Application  of  Interior  Gypsum  Plaster 

C  846-76  Application  of  Structural  Insulating  Board  (Fiberboard) 

Sheathing 

C  902-79  Pedestrian  and  Light  Traffic  Paving  Brick 
D  173-80  Woven  Cotton  Fabrics  Saturated  with  Bituminous  Sub¬ 
stances  for  Use  in  Waterproofing 
D  224-75  Smooth-Surfaced  Asphalt  Roll  Roofing  (Organic  Felt) 

D  225-78  Asphalt  Shingles  Surfaced  with  Mineral  Granules 
D  226-77  Asphalt-Saturated  Organic  Roofing  Felt  for  Use  in  Membrane 
Waterproofing  and  Built-Up  Roofing 
D  227-78  Coal-Tar  Saturated  Roofing  Felt  for  Use  in  Waterproofing 
and  Constructing  Built-Up  Roofs 

D  250-77  Asphalt-Saturated  Asbestos  Felts  for  Use  in  Waterproofing 
and  in  Constructing  Built-Up  Roofs 
D  312-78  Asphalt  Used  In  Roofing 

D  371-58  Wide-Selvage  Asphalt  Roll  Roofing  Surfaced  with  Mineral 
Granules 

D  449-73  Asphalt  Used  in  Damproofing  and  Waterproofing 
D  450-78  Coal-Tar  Bitumen  Used  in  Roofing  Damproofing,  and  Water¬ 
proofing 

D  994-71  Preformed  Expansion  Joint  Filler  for  Concrete  (Bituminous 
Type) 

D  1037-78  Wood-Base  Fiber  and  Particle  Panel  Materials 
D 1143-74  Piles  Under  Axial  Compression  Load 

D  1194-72  Bearing  Capacity  of  Soil  for  Static  Load  on  Spread  Footings 
D1557-78  Moisture-Unit  Weight  Relations  of  Soils,  and  Soil-Aggregate 
Mixtures  Using  10-lb  (4.5  kg)  Rammer  and  18-in.  (457-mm)  Drop 
D 1593-61  Nonrigid  Vinyl  Chloride  Plastic  Sheeting 
D  1751-78  Preformed  Expansion  Joint  Fillers  for  Concrete  Paving  and 
Structural  Construction  (Nonextruding  and  Resilient  Bituminous 
Types) 

D  1752-67  Preformed  Sponge  Rubber  and  Cork  Expansion  Joint  Fillers 
for  Concrete  Paving  and  Structural  Construction 
D  1861-77  Homogeneous  Bituminized  Fiber  Drain  and  Sewer  Pipe 
D  1862-77  Laminated-Wall  Bituminized  Fiber  Drain  and  Sewer  Pipe 
D 1863-77  Mineral  Aggregate  Used  On  Built-Up -Roofs 
D  2103-73  Polyethylene  Film  and  Sheeting 
D  2216-71  Moisture  Content  of  Soil 

D  2311-77  Perforated  Homogeneous  Bituminized  Fiber  Pipe  for  General 
Drainage 

D  2316-75  Installing  Bituminized  Fiber  Drain  and  Sewer  Pipe 
D  2321-74  Underground  Installation  of  Flexible  Thermoplastic  Sewer 
Pipe 

D  2417-77  Laminated-Wall  Bituminized  Fiber  Perforated  Pipe  for  Agri¬ 
cultural,  Land,  and  General  Drainage 
D  2487-69  Soils  for  Engineering  Purposes 
D  2488-69  Soils  (Visual-Manual  Procedure) 

D  2661-78  Acrylonitrile-Butadiene-Styrene  (ABS)  Plastic  Drain,  Waste, 
and  Vent  Pipe  and  Fittings 

D  2665-76  Poly  (Vinyl  Chloride)  (PVC)  Plastic  Drain.  Waste  and  Vent 
Pipe  and  Fittings 

D  2729-78  Poly(Vinyl  Chloride]  (PVC)  Sewer  Pipe  and  Fittings 
D  2751-77a  Acrylonitrile-Butadiene-Styrene  (ABS)  Sewer  Pipe  and 
Fittings 

D  2898-77  Accelerated  Weathering  of  Fire-Retardant  Treated  Wood 
for  Fire  Testing 

D  2949-78  3-in.  Thin  Wall  Poly(VinyI  Chloride]  (PVC)  Plastic  Drain, 

Waste,  and  Vent  Pipe  and  Fittings 

D  3110-72  Adhesives  Used  in  Nonstructural  Glued  Lumber  Products 
D  3462-76  Asphalt  Shingles  Made  From  Glass  Mat  and  Surfaced  With 
Mineral  Granules 

D  3656-78  Insect  Screening  and  Louver  Cloth  Woven  From  Vinyl- 
Coated  Glass  Fiber  Yam 
D  3679-79  Rigid  Polyvinyl  Chloride  (PVC)  Siding 
E  72-77  Strength  Tests  of  Panels  for  Building  Construction 
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E  84-80  Surface  Burning  Characteristics  of  Building  Materials 
E  90-75  Airborne-Sound  Transmission  Loss  of.Building  Partitions 
E  96-66  Water  Vapor  Transmission  of  Materials  in  Sheet  Form 
E  108-80a  Fire  Tests  of  Roof  Coverings  (NFPA  256) 

E 119-80  Fire  Tests  of  Building  Construction  and  Materials  , 

E  136-79  Behavior  of  Materials  in  a  Vertical  Tube  Furnace  at  750°  C 
E  149-76  Bond  Strength  of  Mortar  to  Masonry  Units 
E  154-68  Materials  for  Use  as  Vapor  Barriers  Under  Concrete  Slabs 
and  as  Ground  Cover  in  Crawl  Spaces 
E  162-79  Surface  Flammability  of  Materials  Using  a  Radiant  Heat 
Energy  Source 

E 163-80  Fire  Tests  of  Window  Assemblies 

E  283-73  Rate  of  Air  Leakage  Through  Exterior  Windows.  Curtain 
Walls,  and  Doors 

E  330-79  Structural  Performance  of  Exterior  Windows.  Curtain  Walls, 
and  Doors  by  Uniform  Static  Air  Pressure  Difference 
E  331-70  Water  Penetration  of  Exterior  Windows,  Curtain  Walls,  and 
Doors  by  Uniform  Static  Air  Pressure  Difference 
E  380-79  Metric  Practice 
E  413-73  Sound  Transmission  Class 
E  447-74  Compressive  Strength  of  Masonry  Prisms 
E  492-77  Impact  Sound  Transmission  Through  Floor-Ceiling  Assem¬ 
blies  Using  the  Tapping  Machine 
F  405-77a  Corrugated  Polyethylene  (PE)  Tubing  and  Fittings 
F  462-79  Slip-Resistant  Bathing  Facilities 

F  628-79  Acrylonitrile-Butadiene  Styrene  (ABS)  Plastic  Drain,  Waste.  , 

&  Vent  Pipe  Having  a  Foam  Core 

American  Society  of  Heating,  Refrigerating  and  Air  Conditioning  Engineers,  Inc. 

345  East  47th  Street.  New  York,  New  York  10017 
ASHRAE  Handbooks-Fundamentals  1977 

ASHRAE  GRP  158-1979  Cooling  and  Heating  Load  Calculations 
Manual — ^1979 

American  Society  of  Sanitary  Engineers,  Inc. 

P.O.  Box  9712,  Bay  Village,  Ohio  44140 
ASSE  1001-80  Pipe  Applied  Atmospheric  Type  Vacuum  Breakers 
(ANSI  A  112.1.1) 

ASSE  1002-77  Water  Closet  Flush  Tank  Ball  Cocks 

ASSE  1003-70  Water  Pressure  Reducing  Valves  (ANSI  A  112.26.2) 

ASSE  1006-79  Household  Dishwashers  (ANSI  A  197.1)  (ANSI/AHAM 
DW-2PR) 

ASSE  1007-79  Home  Laundry  Equipment  (ANSI  A  197.2)  (ANSI/ 

AHAM  HLW-2PR) 

ASSE  1008-79  Household  Food  Waste  Disposer  Units  (ANSI  A  197.3) 

(ANSI/AHAM  FWD-2PR) 

ASSE  1011-70  Hose  Connection  Vacuum  Breakers  (ANSI  A  112.1.3) 

ASSE  1014-79  Hand  Held  Showers 

ASSE  1016-79  Individual  Shower  Control  Valves.  Anti-Scald  Type 
ASSE  1017-79  Thermostatic  Mixing  Valves,  Self  Actuated  for  Primary 
Domestic  Use 

ASSE  1018-78  Trap  Seal  Primer  Valves 

ASSE  1019-78  Wall  Hydrants.  Frost  Proof  Automatic  Draining,  Anti- 
Backflow  Types 

ASSE  1020-74  Vacuum  Breakers,  Anti-Siphon,  Pressure  Type  (ANSI  A 
112.1,7-76) 

ASSE  1023-79  Hot  Water  Dispensers,  Household  Storage  Type,  Elec¬ 
trical 

ASSE  1025-78  Diverters  for  Plumbing  Faucets  with  Hose  Spray,  Anti- 
Siphon  Type,  Residential  Applications 

Architectural  Aluminum  Manufacturers  Association 
35  East  Wacker  Dr.,  Chicago,  Illinois  60601 
AAMA  302.9-77  Aluminum  Prime  Windows  (ANSI  A  134.1) 

AAMA  1102.7-77  Aluminum  Storm  Doors  and  Frames  (ANSI  A  134.4) 


Federal  Register  /  Vol.  46.  No.  103  /  Friday.  May  29. 1981  /  Rules  and  Regulations 


29227 


24  CFR  Subtitle  B,  Chapter  II  (Parts  200-299) — Department  of  Housing  and  Urban 
Development,  OfTioe  of  Assistant  Secretary  for  Housing — Federal  Housing  CouHnissioner — 
Continued 

CFR  CHation 

AAMA  809.2-1076  Non  Drying  Sealants  for  use  with  Architectural 
Aluminum 

AAMA  804.1-1976  Ductile  Back  Bedding  Glazing  Tape  for  use  with 
Architectural  Aluminum 

AAMA  807.1-1976  Cured  Rubber  Back  Bedding  Glazing  Tape 
AAMA  1402.3-1975  SpeciHcations  for  Aluminum  Siding  and  High  Per¬ 
formance  Coating  for  Aluminum  Siding 
AAMA  1403.2-1975  Installation  Specifications  for  Residential  Alumi¬ 
num  Siding  ' 

AAMA  1502.6-77Residcntial  Insulating  Windows  and  Sliding  Glass 
Doors 

Asphalt  Institute,  The 

Asphalt  Institute  Building,  College  Park,  Maryland  20740 
MS-1  Thickness  Design — Full-Depth  Asphalt  Pavement  Structures  for 
Highways  and  Streets — 8th  Edition  1970 

Asphalt  RooBitg  Manufacturers  Association 
1800  Massachusetts  Avenue,  N.W.,  Washington,  D.C.  20036 
Residential  Asphalt  Roofing  Manual — 1980 
Association  of  Home  Appliance  Manufacturers 
20  North  Wacker  Drive,  Chicago,  Illinois  60606 
AHAM  RAC-1-72  Room  Air  Conditioner  Standard  (ANSI  Z  234.1) 

Brick  Institute  of  America 
1750  Old  Meadow  Road,  McLean,  Virginia  22102 
Recommended  Practices  and  Guide  Specifications  for  Cold  Weather 
Masonry — 1973 

Construction  Building  Code  Requirements  for  Engineered  Brick  Mason¬ 
ry— 1969 

Building  Research  Advisory  Board 
National  Academy  of  Sciences,  2101  Constitution  Ave.,  N.W.,  Wash¬ 
ington.  DC  20006 

Foundations  for  Residential  Structures  in  Seismic  Areas,  National 
Academy  of  Sciences — National  Research  Council — 1969 
Criteria  for  Selection  and  Design  of  Residential  Slabs-on-Cround, 

National  Academy  .of  Sci^ces  #1571 — 1968 

Canadian  Wood  Council 
85  Albert  Street,  Ottawa,  Ontario  KlP  6A4 
Canadian  Dimension  Lumber — Data  Book — 1979 
Cast-Iron  Soil  Pipe  Institute 

1499  Chain  Bridge  Road,  Suite  203,  McLean,  Virginia  22101 
CISPI  HS  74  Specifications  for  Cast-Iron  Soil  Pipe  and  Fittings  For  Hub 
and  Spigot  Sanitary  System — 1978 

CISPI  HSN  SpeciHcations  for  Neoprine  Rubber  Gaskets  for  Hub  and 
Spigot  Cast  Iron  Soil  Pipe  Fittings — 1978 
CISPI  301  Standard  SpeciHcation  for  Cast  Iron  Soil  Pipe  and  Fittings 
For  Hubless  Cast  Iron  Sanitary  Systems — ^1978 
CISPI  310  Specifications  for  Cast  Iron  Soil  Pipe  Institute’s  Patented 
Joint  For  Use  In  Connection  With  Hubless  Cast  Iron  Sanitary  Sys¬ 
tems — 1978 

CISPI  Cast  Iron  Soil  Pipe  and  Fittings  Handbodc — ^Vol.  1 — 1978 
Ceramic  Tile  Institute 

700  North  Virgil  Avenue,  Los  Angeles,  California  90029 
Cn  R&-103-62  Standard  SpeciHcations  for  the  Installation  of  Tile 
Lined  Shower  Receptors — 1969 
Commercial  Standard  ~ 

National  Bureau  of  Standards,  Washington,  DC  20234 
CS  242-62  iy4''  Thick  Steel  Doors  and  Frames 
Federal  SpeciHcations  (FS) 

Naval  Publication  and  Forms  Center,  5801  Tabor  Road,  Philadelphia, 

PA  19120 
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L-P-375C  Plastic  Film,  Flexible,  Vinyl  Chloride 
FF-N-105B  Nails,  Brads.  Staples  and  Spikes;  Wire,  Cut,  and  Wrought 
HH-4-S15D  Insulation  Thermal  (Loose  Fill  For  Pneumatic  Or  Poured 
Application)  Cellulosic  or  Wood  Fiber 
HH-I-545B  Insulation,  Thermal  and  Acoustical  (Mineral  Fiber,  Duct 
Lining  Material) 

HH-1-558B  Insulation  Blocks,  Boards,  Blankets,  Felts  Sleeving  (Pipe 
and  Tube  Covering),  and  Pipe  Fitting  Covering,  Thermal  (Mineral 
Fiber,  Insulation  Type) 

HH-4-574B  Insulation,  ITjermal  (Perlite) 

HH-4-585C  Insulation,  Thermal  (Vermiculite) 

HH-I-1030A  Insulation,  Thermal  (Mineral  Fiber,  For  Pneumatic  or 
Poured  Application) 

HH-4-1252B  Insulation,  Thermal,  Reflective  (Aluminum  Foil) 

Tr-C-598B  Calking  Compound,  Oil  and  Resin  Base  Type  (For  Masonry 
and  Other  Structures) 

TT-S-1543A  Sealing  Compound:  Silicone  Rubber  Base  (For  Calking,  _ 

Sealing,  and  Glazing  in  Buildings  and  Other  Structures) 

Fir  and  Hemlock  Door  Association 
Yeon  Building,  Portland,  Oregon  97204 
FHDA-7-79  Fir  and  Hemlock  Door  Association  Standard 

National  Association  of  Home  Builders— 

Research  Foundation,  627  Southlawn  Lane,  Rockville,  Maryland 
20850 

Insulation  Manual  for  Homes  and  Apartments — ^1979 

National  Bureau  of  Standards  « 

Technology  Building  B166,  VPS  Program,  Washington,  DC  20234 
NBS  SP  330  The  International  System  of  Units — ^1977 
NBS  Dust  Spot  Method  of  Testing  Air  Filters — ^1957 
NBS  211  Building  Code  Requirements  for  Masonry  (ANSI  A  41.1) — ^1960 
NBS  Handbook  74  Building  Code  Requirements  for  Reinforced  Mason¬ 
ry  (ANSI  A  41.2)— 1960 

National  Concrete  Masonry  Association 
P.O.  Box  781,  Herndon,  Virginia  22070 
Speciflcatioru  for  the  Design  and  Construction  of  Load  Bearing  Con¬ 
crete  Masonry— August  1979 

National  Fire  Protection  Association 
470  Atlantic  Avenue,  Boston,  Massachusetts  02210 
NFPA  10-78  Installation  of  Portable  Fire  Extinguishers  (ANSI  Z  112.1) 

NFPA  13-75  Standard  for  the  Installation  of  ^rinkler  Systems  (ANSI 
A  54.3) 

NFPA  14-78  Standard  for  the  Installation  of  Standpipe  and  Hose 
Systems  (AN9  Z  273.1) 

NFPA  31-78  Standard  for  the  Installation  of  Oil  Burning  Equipment 
(ANSI/NFPA  31)  (ANSI  Z  95.1) 

N^A  54-80  National  Fuel  Gas  Code  (ANSI  Z  223.1) 

NFPA  58-79  Liquefied  Petroleum  Gases,  Storage  and  Handling  (ANSI/ 

NFPA  58)  (ANSI  Z  106.1) 

NFPA  70-81  National  Electric  Code  (ANSI/NFPA  70) 

NFPA  72  A-79  Installation,  Maintenance  and  Use  of  Local  Protective 
Signaling  Systems  for  .Guard's  Tour.  Fire  Alarm  and  Supervisory 
Service  (ANSI  SE  3.3) 

NFPA  72  B-7B  Installation,  Maintenance  and  Use  of  Auxiliary  Protec¬ 
tive  Signaling  Systems  for  Fire  Alarm  Service  (ANSI  SE  3.4) 

NFPA  72  C-75  Installation,  Maintenance  and  Use  of  Remote  Station 
Protective  Signaling  Systems  (ANSI  SE  3.5) 

NFPA  72  D-7B  Installation,  Maintenance  and  Use  of  Proprietary  Pro¬ 
tective  Signaling  Systems  (ANSI  SE  3.6) 

NFPA  72  B-78  Standard  on  Automatic  Hre  Detectors  (ANSI  SE  3.13) 

NFPA  88-77  Standard  for  Installation  of  Fire  Doors  and  Windows 
(ANSI  A  2.7) 

N^A  82-77  Incinerators,  Rubbish  Handling  (ANSI/NFPA  82) 

NFPA  90  A-7e  Air  Conditioning  and  Ventilating  Systems  (ANSI  NFPA 
90  A)  (ANSI  B  144.2) 


Federal  Register  /  Vol.  46.  No.  103  /  Friday,  May  29, 1981  /  Rules  and  Regulations 


29229 


24  CFR  Subtitle  B,  Chapter  II  (Parts  200-299) — Department  of  Housing  and  Urban 
Development,  OfHce  of  Assistant  Secretary  for  Housing — Federal  Housing  Commissioner — 
Continued 

CFR  Citation 

NFPA  90  B-80  Warm  Air  Heating  and  Air  Conditioning  (ANSI/NFPA 
90B)  (ANSI  B  144.3)  ' 

NFPA  101-76  Ufe  Safety  Code  (ANSI  A  9.1) 

NFPA  211-80  Chimneys,  Fireplaces  &  Vents  (ANSI/NFPA  211)  (ANSI 
A  52.1) 

NFPA  252-79  Standard  Methods  of  Fire  Tests  of  Door  Assemblies 
NFPA  253-78  Standard  Methods  of  Test  for  Critical  Radiant  Flux  of 
Floor  Covering  Systems  Using  a  Radiant  Heat  Energy  Source 
NFPA  701-77  Standard  Methods  of  Test  for  Flame-Resistant  Textiles 
and  Films 

National  Forest  Products  Association  ((N)FPA) 

1619  Massachusetts  Ave.,  N.W.,  Washington,  DC  20036 
Span  Tables  for  Joists  and  Rafters — 1977 
National  Design  Specifications  for  Wood  Construction — ^1977 
Technical  Report  #7 — ^All  Weather  Wood  Foundation  System — 1979 

National  Oak  Flooring  Manufacturers  Association  (NOFMA) 

804  Sterick  Building,  Memphis,  Tennessee  38103 
O^icial  Grading  Rules  for  Oak,  Beech,  Birch,  Hard  Maple  and  Pecan 
(OFGR/Vol.  1,  No.  1/March  1977) 

Hardboard  Flooring  Installation  Manual 
Hardboard  Flooring  Finishing/Refinishing  Manual 

National  Terrazzo  k  Mosaic  Assodation,  Inc.  (NTMA) 

Suite  15,  3166  Des  Plaines  Avenue,  Des  Plaines,  Illinois  60018 
NTMA  Terrazzo  Specifications,  Details  and  Technical  Data — 1981 

National  Woodwork  Manufacturers  Association,  Inc.  (NWMA) 

400  West  Madison  Street,  Chicago,  Illinois  60606 
IS  1-80  Industry  Standard  for  Wood  Flush  Doors 
IS  2-80  Industry  Standard  for  Wood  Window  Units  (ANSI  A  200.1) 

IS  3-70  Industry  Standard  for  Wood  Sliding  Patio  Doors  (ANSI  A 
200.4) 

IS  4-70  Industry  Standard  for  Water-Repellent  Preservative  Non-Pres¬ 
sure  Treatment  of  Millwork 

IS  5-73  Industry  Standard  for  Ponderosa  Pine  Doors  (ANSI  A  200.2) 

Prestressed  Concrete  Institute  (PQ) 

20  North  Wacker  Drive,  Chicago,  Illinois  60606 
PCI  MNL 116  Manual  for  Quality  Control  for  Plants  and  Production  of 
Precast  Prestressed  Concrete  Products — 1977 
PCI  MNL  117  Manual  of  Quality  Control  for  Plants  and  Production  of 
Architectural  Precast  Concrete  Products — ^1977 
PCI  MNL  121  Manual  for  Structural  Design  of  Architectural  Precast 
Concrete — ^1977 

Product  Standard  (PS) 

National  Bureau  of  Standards  Washington,  D.C.  20234 
PS  1-74  Construction  and  Industrial  Plywood 
PS  20-70  American  Softwood  Lumber  Standard 
PS  27-70  Mosaic-Parquet  Hardwood  Slat  Flooring 
PS  51-71  Hardwood  and  Decorative  Plywood 
PS  56-73  Structural  Glued  Laminated  Timber  (ANSI  A  190.1) 

PS  57-73  Cellulosic  Fiber  Insulation  Board  (ANSI  A  194.1) 

PS  58-73  Basic  Hardboard  (ANSI  A  135.4) 

PS  59-73  PreRnished  Hardboard  Paneling  (ANSI  135.5) 

PS  60-73  Hardboard  Siding  (ANSI  A  135.6) 

Safety  Glazing  Certification  Council  (SGCC) 

1640  West  32nd  Avenue,  Hialeah,  Florida  33012 
Certified  Products  Directory — Safety  Glazing  Materials — 1981 

Southern  California  Association  of  Cabinet  Manufacturers  (SCACM) 

1933  S.  Broadway,  L  39,  Los  Angeles,  California  90007 
Certified  Construction  Standards  and  Specifications,  Guide  for  Uni¬ 
form  Cabinet  Specifications — 1973 

Southern  Forest  Products  Association  (SFPA) 

P.O.  Box  52468,  New  Orleans,  Louisiana  70152 
Southern  Pine  Maximum  Span  for  Joists  and  Rafters — ^1978 
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Structural  Engineers  Association  of  California  (SEAOC) 

171  Second  Street.  San  Francisco.  California  94105 
Recommended  Lateral  Force  Requirements  and  Commentary — 1980 

Sump  Pump  Manufacturers  Association 
221  North  LaSalle  St..  Chicago.  Illinois  60601 
1976  Domestic  Sump  Pump  Standards 

Tile  Council  of  America.  Inc. 

Box  326.  Princeton.  New  Jersey  08540 
Standard  Specifications  for  Ceramic  Tile  (ANSI  A  137.1) — 1980 
Handbook  for  Ceramic  Tile  Installation — ^1981 

Underwriters  Laboratories 
333  Pfingsten  Road.  Northbrook.  Illinois  60062 
UL  58-81  Steel  Underground  Tanks  for  Flammable  and  Combustible 
Liquids  (ANSI  B  137.1) 

UL  70-79  Bituminous  Coated  Metal  Septic  Tanks  (ANSI  A  162.1) 

UL  80-80  Steel  Inside  Tanks  for  Oil-Burner  Fuel  (ANSI  B  110.1) 

UL  127-71  Factory  Built  Fireplaces  (ANSI  A  131.3) 

UL  142-72  Steel  Above  Ground  Tanks  for  Flammable  and  Combusti¬ 
ble  Liquids 

UL  174-79  Household  Electric  Storage  Tank  Water  Heater  (ANSI  C 
33.87) 

UL  217-80  Single  and  Multiple  Station  Smoke  Detectors 
UL  296-80  Oil  Burners  (ANSI  Z  96.2) 

UL  465-78  Central  Cooling  &  Air  Conditioners  (ANSI  B  144.1] 

UL  484-72  Room  Air  Conditioners  (ANSI  C  33.14) 

UL  559-75  Heat  Pumps  (ANSI  B  191.1) 

UL  726-75  Oil-Fired  Boiler  Assemblies  (ANSI  Z  96.3) 

UL  727-80  Oil-Fired  Central  Furnaces  (ANSI  Z  96.1) 

UL  729-76  Oil-Fired  Floor  Furnaces  (ANSI  Z  96.4) 

UL  730-74  Oil-Fired  Wall  Furnaces  (ANSI  Z  96.5) 

UL  732-74  Oil-Fired  Storage  Tank  Water  Heaters  (ANSI  Z  95.3) 

UL  737-78  Fireplace  Stoves  (ANSI  A  163.1) 

UL  790-78  Tests  for  Fire  Resistance  of  Roof  Covering  Materials 
UL  1042-79  Electric  Baseboard  Heating  Equipment  (ANSI  C  33.95) 

UL  1096-81  Electrical  Central  Air  Heating  Equipment  (ANSI  C  33.104) 

UL  1482-79  Room  Heaters.  Solid  Fuel  Type 

Electrical  Applicance  and  Utilization  Equipment  Directory — 1980 

International  Conference  of  Building  Officials 
5360  S.  Workman  Mill  Road.  Whittier.  California  90601 
Uniform  Building  Code  (UBC) — 1979 

U.S.  Department  of  Agriculture  ^ 

Publications  Division.  Office  of  Governmental  Affairs.  14th  & 

Independence  Avenue.  S.W..  Washington.  D.C.  20050 
Home  and  Garden  Bulletin  #64 — Subterranean  Termites — 1979 
Home  and  Garden  Bulletin  #73 — Wood  Decay  in  Houses — How  to 
Prevent  and  Control  It — 1977 
Agriculture  Handbook  #72 — Wood  Handbook — 1974 

U.S.  Department  of  Army 

HDQA.  DAEN:  MPE-8.  20  Massachusetts  Avenue.  N.W.,  Washing¬ 
ton.  D.C.  20314 

Technical  Manual  TM  5-809-10 — Seismic  Design  for  Buildings — 1973 

U.S.  Department  of  Health  and  Human  Services 
300  Independence  Avenue.  S.W..  Washington.  D.C.  20204 
Public  Health  Service  No.  (HRA)  79-14500.  Minimum  Requirements  of 
Construction  and  Equipment  for  Hospitals  and  Medical  Facilities — 

August  1979 

U.S.  Department  of  Housing  and  Urban  Development 
451  7th  Street.  S.W.,  Washington.  D.C.  20410 
Handbooks: 

4075.5  Soil  Sampling  and  Testing  for  Residential  Development — 5/73 

4075.6  Criteria  for  Compacted  Fills — 5/73 

4075.7  Slope  Protection  for  Residential  Developments — 5/73 
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4075.8  Engineering  Soil  Classification  for  Residential  Develop¬ 
ments — 6/74 

4135.1  REV-1  Procedures  for  Approval  of  Single  Family  Proposed 
Construction  Applications  in  New  Subdivisions — 10/79 

4145.1  Architectural  Processing  and  Inspections  for  Home  Mortgage 

Insurance — 9/72  ' 

4150.1  Valuation  Analysis  for  Home  Mortgage  Insurance — 4/73 

4900.1  Minimum  Property  Standards  for  One-  and  Two-Family 
Dwellings — ^November  1980 

4905.1  Requirements  for  Existing  Housing — One  to  Four  Family 
Living  Units — 0/79 

4910.1  Minimum  Property  Standards  for  Multifamily  Housing — 1973 
Rev. 

4920.1  Minimum  Property  Standards  for  Care-Type  Housing — ^1973 
Rev. 

4930.1  Manual  of  Acceptable  Practices — 1973  Rev. 

4930.2  Intermediate  Minimum  Property  Standards  Supplement  for 
Solar  Heating  and  Domestic  Hot  Water  Systems — 1977 

4940.1  Minimum  Property  Standards  for  Semi-Private  Swimming 
Pools  and  Wading  Pools — 10/72 

4940.2  Minimum  Property  Standards  for  Community  Water  Supply 
Systems — 8/73 

4940.3  Minimum  Design  Standards  for  Community  Sewerage  Sys¬ 
tems — 11/72 

4940.4  Minimum  Design  Standard  for  Rehabilitation  for  Residential 
Properties — 8/78 

4950.1  REV-1  Technical  Suitability  of  Products  Program — Processing 
Procedure — 8/79 

4950.2  Design  Criteria  for  Trussed  Rafters — ^12/72 

Guide  HM-G-7482.2  HUD  Assisted  Housing  Maintenance  Guide  on  * 

Seamless  Coating  System — 12/13/71  - 
Use  of  Materials  Bulletins: 

17E  Concrete  Roofuig  Tile — 7/17/74 

25D  Power  Driven,  Mechanically  Driven,  and  Manually  Driven  Fas¬ 
teners— 9/5/73 

28A  Mat-Formed  Wood  Particle  Board  for  Floor  Underlayment — if 
2Ql67 

38H  Grademailcing  of  Lumber — ^7/31/79 

3^bels  of  Independent  Programs  for  Certifying  Aluminum  Win¬ 
dows  and  Sliding  Glass  Doors — 9/15/64 
40B  Grademarking  of  Plywood — 6/5/75 

44C  HUD/FHA  Standard  for  Carpet  and  Carpet  Certification  Pro¬ 
gram — 2/22/78  (Plus  Addendum  1  &  2) 

48  Labels  of  Independent  Programs  for  Certifying  Pressure-Treated 
Lumber  and  Plywood — ^11/15/67  (Plus  4  Supplements) 

52A  Quality  CertiScation  and  Labelling  for  Wood  Flush  Doors — 10/ 

7/75 

57A  Combination  Subfloor/Underlayment  Particleboard  for  Factory 
Built  Modular  Housing  Units — 11/27/73 
58A  Acrylic  Plastic  Sheets  for  Glazing — 9/2/75 
59A  Labels  Identifying  Independent  Certification  of  Wood  Win¬ 
dows — ^7/16/74 

60  Field  Glued  Plywood  &  Wood  Frame  Structural  Floor  Systems— 

12/9/70  (Plus  2  Supplements) 

62A  Factory-Applied  Laminated  Roofing  Systems  Based  on  Chloro- 

sulfonated  Polyethylene  (CSPE) — ^11.16/72 

64B  Textured  Plywood  Panel  Siding — 8/13/75 

65  Controlled  Density  Cellular  Concrete  Floor  Fill — 10/11/73 

66A  Plywood  Combination  Subfloor/Underlayment  Floor  Panels — 

12/6/78 

67  Polycarbonate  Plastic  Sheets  for  Glazing — 9/3/75 

69  Self  Adhering  Vinyl  Asbestos  Floor  Tile — ^1/6/77 

70  Particleboard  Interior  Stair  Treads — 8/16/76 

71  Polystyrene  Foam  Insulation  Sheathing  Board — ^l/l0/77 

72  HUD  Standard  for  Carpet  Cushion — ^2/6/60 
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73  Plastic  Bathtubs.  Plastic  Shower  Stalls  and  Receptors,  and  Plastic 
Lavatories — 4/27/78 

74  Thermal  Insulation,  Urea-Based,  Foamed  in  Place — 10/13/77 

76  Chlorinated  Poly  (Vinyl  Chloride)  CPVC  and  Polybutylene  (PB) 

Hot  and  Cold  Water  Distribution  Piping— 4/25/78 

77A  Cast  Iron  Sanitary  Drainage  System  with  Hubless  Pipe  and 

Fittings — 3/28/80 

78  Polyethylene  (PE),  Acrylonitrile-Butadiene-Styrene  (ABS),  Poly 
(Vinyl  Chloride)  (PVC)  and  Polybutylene  (PB)  Plastic  Piping  and 
Domestic  Cold  Water  Service— 4/25/78 

79  Acrylonitrile-Butadiene-Styrene  (ABS)  and  Poly(Vinyl  Chloride) 

(PVC)  Plastic  Drain,  Waste  and  Vent  Rpe  and  Fittings — 4/25/78 

80  Spray  Applied  Cellulosic  Thermal  Insulation — 10/31/79 

U.S.  Postal  Service 

475  L’Enfant  Plaza,  SW.,  Washington,  DC  20024 
U.S.  Postal  Service  Requirements  for  Mail  Boxes  and  Slots  (Domestic 
Mail  Manual,  Sections  155, 156  &  157) — 1979 

Water  Quality  Association 
477  East  Butterfield  Road,  Lombard,  Illinois  60148 
WQA  S-100  Water  Softeners — 1975 
WQA  S-200  Water  Fitters— 1973 
Wood  Moulding  and  Millwork  Producers,  Inc. 

P.O.  Box  2578,  Portland,  Oregon  97225 
WM  2-73  Vinyl  Wrapped  Interior  Moulding  and  Millwork 
WM  3-79  Exterior  Wood  Door  Frames 

24  CFR  Chapter  XX  (Parts  3200-3299) — Department  of  Housing  and  Urban  Development, 
Office  of  Assistant  Secretary  for  Neighborhoods,  Voluntary  Associations  and  Consumer 
Protection 

CFR  Citation 

Aluminum  Association,  (AA) 

818  Connecticut  Avenue,  N.W.,  Washington,  D.C.  20006 
AA-1971,  Aluminum  Construction  Manual,  Sec.l,  Specifications  for  3280.304(b)(1) 
Aluminum  Structures. 

American  Institute  of  Steel  Construction,  (AISC) 

1221  Avenue  of  the  Americas,  New  York,  New  York  10020 
AISC-1973,  Specification  for  the  Design,  Fabrication,  and  Erection  of  3280.304(b)(1) 
Structural  Steel  for  Buildings,  with  Supplements  1,  2  and  3. 

AISC-1973,  Standard  Specifications  for  Open-Web  Steel  Joists,  J-  and  3280.304(b)(1) 
H-Series. 

American  Iron  and  Steel  Institute  (AISI) 

1000 16th  StreeL  N.W.,  Washington,  D.C.  20036 
AlSl-1968,  Specification  for  the  Design  of  Cold-formed  Steel  Structural 
Members,  with  Addendum  1. 

AlSI-1974,  Stainless  Steel  Cold-formed  Structural  Design  Manual . 

AISI-1973,  Manual  for  Structural  Applications  of  Steel  Cables  for 
Buildings. 

American  Institute  of  Timber  Construction  (ATTC) 

333  W.  Hampden  Avenue,  Englewood,  Colorado  80110 

AITC-100-1972,  Timber  Construction  Standards . 

ATTC  200-1973,  Timber,  Structural  Glued  Laminated — Inspection ........... 

American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  New  York  10017 

ANSI-A95.1-1974,  Installation  of  Oil  Burning  Equipment . 

ANSI-A58.1-1972,  Building  Code  requirements  for  Minimum  Design 
Loads  in  Buildings  and  other  Structures. 

ANSI-A112.5.1-1971,  Cast  Iron  Soil  Pipings  and  Fittings............................ 

ANSI-A112.14.1-1975,  Backflow  Valves . 

ANSI-A112.19.1-1973,  Enameled  Cast  Iron  Plumbing  Fixtures.................. 

ANSI-A112.19.2-1973,  Vitreous  China  Plumbing  Fbctures .......................... 

ANSI-A131.1-1971,  Pactory-built  Chimneys . . 

ANSI-A131.2-1973,  Gas  Vents . . . 

ANS1-A131 J-1971,  Factory-built  Fireplaces . 


3280.304(b)(1) 

3280.304(b)(1) 

3280.304(b)(1) 


32e0.304(b)(l) 

3280.304(b)(1) 


3280.703 

3280.304(b)(1) 

3280.604(a) 

3280.604(a) 

3280.604(a) 

3280.604(a) 

3280.703 

3280.703 

3280.703 
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ANS1-A147.1-1969,  Liquid  Fuel-burning  Heating  Appliances  for  Mobile 
Homes  and  Travel  Trailers. 

ANSI-A200.1-1974,  Wood  window  units . 

ANSI-B2.1-1968,  Pipe  Threads  (except  dry  seal) . 

ANSI-B16.3-1971,  Malleable  Iron  Threaded  Fittings . . . . — ... 

ANSI-Bl 6.4-1971,  Cast  Iron  Threaded  Fittings . . . . 

ANSI-B16.15-1971,  Cast  Bronze  Threaded  Fittings  125  and  250  pound.... 

ANSI-B16.18-1972,  Cast  Bronze  Solder-joint  Pressure  Fittings . 

ANSI-B16.22-1973,  Wrought  Copper  and  Bronze  Solder-joint  Pressure 
Fittings. 

ANSI-Bl6.23-19e9,  Cast  Bronze  Solder-joint  Drainage  Fittings,  DWV .... 
ANSI-B16.26-1975,  Cast  Copper  Alloy  Fittings  for  Flared  Copper  Tubes.. 
ANSI7BI6.29-I966,  Wrought  Copper  and  Wrought  Copper  Alloy 
Solder-joint  Drainage  Fittings. 

ANSI-B36.2-1969,  Welded  Wrought  Iron  Pipe . 

ANS1-B36.10-1970.  Wrought  Steel  and  Wrou^t  Iron  Pipe . 

ANSI-B125.1-1972,  Welded  and  Seamless  Steel  Pipe . . 

ANS1-C72.1-1972,  Household  Automatic  Electric  Storage  Type  Water 
Heaters. 

ANS1-H23.1-1973.  Seamless  Copper  Water  Tube . 

ANSi-H23.4-1973,  Wrought  Seamless  Copper  and  Copper  Alloy  Tube... 

ANSI-H23.6-1973,  Copper  Drainage  Tube  (DWV) . . 

ANSI-H26.1-1973,  Seamless  Copper,  Pipe,  Standard  Sizes . . 

ANS1-H27.1-1973,  Seamless  Red  Brass  Pipe,  Standard  Sizes . . . 

ANSI-Z21.1-1972  with  addenda  la-1974,  Household  Cooking  Gas  Ap¬ 
pliances. 

ANSI-Z21.5.1-1972  with  addenda  la-1973  and  lb-1974.  Gas  Clothes 
Dryers. 

ANSI-Z21.10.1-1974:  Z21.10.1a-1975.  Automatic  Storage  Type  Water 
Heaters  with  Input  Less  than  75,000  Btu/h. 

ANSI-Z21 .15-1974,  Manually  Operated  Gas  Valves . . 

ANSI-Z21.19-1971  with  addenda  19b-1973,  Refrigerators  Using  Gas 
Fuel. 

ANS1-Z21 .20-1971  with  addenda  20a-1972  and  20b-1974,  Automatic 
Gas  Ignition  Systems  and  Components. 

ANSI-Z21 .21-1974.  Automatic  Valves  for  Gas  Appliances .......... _ _ 

ANSl-2^.22-1971,  Relief  Valves  and  Automatic  Gas  Shutoff  Devices 
for  Hot  Water  Supply  Systems. 

ANSI-Z21.23-1971  with  addenda  23a-1972  and  23b-1974,  Gas  Appli¬ 
ance  Thermostats. 

ANSI-Z21.24-1973.  Metal  Connectors  for  Gas  Appliances......................... 

ANS1-Z21.40.1-1973  with  addenda  la-1974,  Gas-Fired  Absorption 
Summer  Air  Conditioning  Appliances. 

ANSI-Z21.44-1973,  Gas-Fired  Gravity  and  Fan-Type  Sealed  Combus¬ 
tion  System  Wall  Furnaces. 

ANSI-Z21.47-1973,  Gas-Fired  Gravity  and  Forced  Air  Central  Furnaces.. 
ANSI-Z34.1-1947,  American  National  Standard  Practice  for  Certifica¬ 
tion  Procedures. 

ANSI-Z97.1-1972,  Performance  Specifications  and  Methods  of  Test  for 
Safety  Glazing  Material  Used  in  Buildings. 


ANS1-A106.1-1974,  Storage  and  Handling  of  Liquefied  Petroleum  Gas... 

ANSI-Z124.1-1974.  Plastic  Bathtub  Units . . 

ANSI-Z124.2-1967.  Gal-coated  Glass-fiber  Reinforced  Polyester  Resin 
Shower  Receptor  and  Shower  Stall  Units. 

.  ANSI-Z223.1-1974,  Installation  of  Gas  Appliances,  Gas  Piping  in  Build¬ 
ings. 

American  Plywood  Association,  APA 
1119  A  Street,  Tacoma,  Washington  98401 
APA-1974,  Design  Specifications  for  Plywood-Lumber  Components....... 


3280.703 

328a304(b)(l) 
3280.604(a);  3280.703; 

3280.706(e) 

3280.604(a) 

3280.604(ai 

3280.604(a) 

3280.604(a) 

3280.604(a) 

3280.604(a) 

328a604(a) 

3280.604(a) 

3280.604(a) 
328a604(a);  328a7(»; 

328a70&(b)(l) 

3280.604(a) 

3280.707ld) 

3280.604(a) 

32a0.604(a) 

328a604(a) 

3280.604(a) 

3280.604(a) 

328a703 

328a703 

3280.703; 

328a707(dK2) 

328a703 

3280.703 

3280.703 

3280.703 

3280.703 

3280.703 

328a702(a)(17); 

3280.703 

3280.703: 

3280.714(a)(2) 

328a703 

328a703 

3280.403(i) 

3280.403(1);  328ail4: 
3280.304(b)(1): 
3280.403(b)(3)0); 
3280.604(a): 
328a607(b)(3)(iii) 
328a703;  3280.704(b) 
328a604(a) 
3280.604(ai 

3280.703 


3280.304(b)(1) 
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APA-1974,  Fabrication  Specifications  of  Plywood-Lumber  Components  3280.304(b)(1) 

APA-1974,  Plywood  Residential  Construction  Guide .  3280.304(b)(1) 

APA-124-1976,  All  Plywood  Beams  for  Mobile  Homes .  3280.304(b)(1) 

Air  Conditioning  and  Refrigeration  Institute,  ARl 
1815  Ft.  Myer  Drive,  Arlington,  VA  22209  r 

Standard  for  Unitary  Air  Conditioning  Equipment,  210-74 . .  3280.714(a)(1) 

Standard  for  Unitary  Heat  Pumps,  240-75  .  3280.714(a)(l)(ii) 

American  Society  of  Heating,  Refrigeration  and  Air-Conditioning  Engineers  (ASHRAE) 

345  East  47th  Street,  New  York,  New  York  10017 

ASHRAE,  1972,  Handbook  of  Fundamentals .  3280.508 

American  Society  of  Mechanical  Engineers  (ASME) 

345  East  47th  Street,  New  York,  New  York  10017 
ASME  Boiler  and  Pressure  Vessel  Code,  Section  VIII,  Division  1,  3280.704(b)(2) 

“Rules  for  Construction  of  Pressure  Vessels" — 1974. 

American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  Street,  Philadelphia,  Pennsylvania  19103 

A53-1972a,  Welded  and  Seamless  Steel  Pipe . . .  3280.604(a) 

A72-1968,  Welded  Wrought  Iron  Pipe .  3280.604(a) 

A74-1972,  Cast  Iron  Soil  Piping  and  Fittings .  3280.e04(a) 

Al20-1972a,  Black  and  Hot  dipped  Zinc-coated  (galvanized)  Welded  3280.604(a);  3280.703 
and  Seamless  Steel  Pipe. 

A539-1973,  Electric  and  Resistance-Welded  Coiled  Steel  Tubing  for  3280.703; 

Gas  and  Fuel  Oil  Lines.  3280.705(b)(4): 

3280.705(b)(3); 

3280.706(b)(3) 

B42-1972,  Seamless  Copper  Pipe,  Standard  Sizes .  3280.604(a);  3280.703 

B-43-1972,  Seamless  Red  Brass  Pipe,  Standard  Sizes .  3280.604(a) 

B88-1972,  Seamless  Copper  Water  Tube . . .  3280.604(a);  3280.703; 

3280.705(b)(3); 

3280.706(b)(3) 

B251-1971,  Wrought  Seamless  Copper  and  Copper  Alloy  Tube .  3280.604(a);  3280.703 

B280-1973,  Seamless  Copper  Tube  for  Air  Conditioning  and  Refrigera-  3280.703; 
tion  Field  Service.  3280.705(b)(3); 

3280.706(b)(3) 

B306-1973,  Copper  Drainage  Tube  (DWV) . . . .  3280.604(a) 

C36-1975,  Gypsum  Wallboard .  3280.304(b)(1) 

CS64-1970,  Rubber  Gaskets  for  Cast  Iron  Soil  Pipe  Fittings .  3280.604(a); 

3280.611(d) 

D781-1968,  Puncture  and  Stiffness  of  Paperboard,  Corrogated  and  3280.305(g)(4) 

Solid  Fiberboard. 

D2261-1973,  ABS  Plastic  Drain,  Waste,  and  Vent  Pipe  and  Fittings .  3280.604(a) 

D2662-1973,  Polybutylene  (PB)  Plastic  Pipe  (SDR-PR) .  3280.604(a) 

D2235-1973,  Solvent  Cement  for  ABS  Plastic  Pipe  and  Fittings .  3280.604(a) 

D2564a-1973,  Solvent  Cement  for  PVC  Plastic  Pipe  and  Fittings .  3280.604(a) 

D2665-1973,  PVC  Plastic  Drain,  Waste,  and  Vent  Pipe  and  Fittings .  3280.604(a) 

D2846-1973,  Chlorinated  poly  (vinyl/chloride)  (CPVC)  Plastic  Hot  3280.604(a) 

Water  Distribution  Systems. 

D3110-1972,  Standard  SpeciHcation  for  ADHESIVES  Used  in  Nonstruc-  3280.403(b)(l)(i) 
tural  Glued  Lumber  Products. 

D3309-1974,  Polybutylene  (PB)  Plastic  Hot  Water  Distribution  Systems.  3280.604(a) 
E-84-1975,  Standard  Method  of  Test  for  Surface  Burning  Characteris-  3280.203(a) 
tics  of  Building  Materials. 

E162-1975,  Standard  Method  of  Test  for  Surface  Flammability  of  Mate-  3280.203(a)(4); 

rials  Using  a  Radiant  Heat  Energy  Source.  3280.203(b) 

E283-1973,  Standard  Method  of  Test  for  Rate  of  Air  Leakage  Through  3280.403(c)(3); 

Exterior  Windows,  Curtain  Walls,  and  Doors.  3280.405(e)(2)(iii) 

E330-1970,  Standard  Method  of  Test  for  Structural  Performance  of  3280.403(c)(2): 
Exterior  Windows.  Curtain  Walls,  and  Doors  Under  the  Influence  of  3280.405(e)(2)(ii): 
Wind  Loads,  3280.405(e)(2)(i) 

E331-1970,  Standard  Method  of  Test  for  Water  Penetration  of  Exterior  3280.405(e)(2)(iv) 
Windows,  Curtain  Walls,  end  Doors  by  Uniform  Static  Air  Pressure 
Difference. 

E547-1975,  Standard  Method  of  Test  for  Water  Penetration  of  Exterior  3280.403(c)(4) 
Windows,  Curtain  Walls  and  Doors  by  Cyclic  Static  Air  Pressure 
Differential. 


Federal  Register  /  Vol.  46,  No.  103  /  Friday.  May  29, 1981  /  Rules  and  Regulations 


29235 


24  CFR  Chapter  XX  (Parts  3200-3299) — Department  of  Housing  and  Urban  Development, 
Office  of  Assistant  Secretary  for  Neighborhoods,  Voluntary  Associations  and  Consumer 
Protection — Continued 


CFR  Citation 

Cultured  Marble  Institute  (CMI) 

230  North  Michigan  Avenue,  Chicago,  III.  60601 

CMI-LS-1-1975,  Cultured  Marble  Lavatory .  3280.604(a) 

Commercial  Standards  (CS) 

National  Bureau  of  Standards 
Washington,  DC  20234 

CS-138-1955.  Insect  Wire  Screening .  3280.403(e)(2) 

CS-236-1966,  Mat-formed  Wood  Particleboard .  3280.304(b)(1) 

CS-243-1962,  Stainless  Steel  Plumbing  Fixtures-Residential  Use .  3280.604(a) 


CS-248-1964,  Vinyl-coated  Glass  Fiber  Insect  Screening  and  Louver  3280.403(e)(2) 
Cloth. 


Federal  Specification  (FS) 

General  Services  Administration,  Specifications  Branch,  Building 

197,  Washington  Navy  Yard,  Washington,  D.C.  20407 
L-P-320-B-1973,  PVC  Plastic  Drain,  Waste,  and  Vent  Pipe  and  Fittings.  3280.604(a) 
L-P-322B-1973,  ABS  Plastic  Drain,  Waste,  and  Vent  Pipe  and  Fittings...  3280.604(a) 

L-S-125B,  Screening,  Insect,  Non-metallic .  3280.403(e)(2) 

DD-G-1403B-1972,  Glass,  Plate  (Float),  Sheet,  Figured,  and  Spandrel  3280.403(b)(3) 

(Heat  Strengthened  and  Fully  Tempered). 

FF-N-105B,  Nails,  Brads,  Staples  and  Spikes,  Wire.  Cut  and  Wrought ...  3280.304(b)(1) 
HH-C-536A-1954  or  TT-P-1536A,  Plumbing  Fixture  Setting  Compound  3280.604(a) 

QQ-S-781H,  Strapping,  Steel,  and  Seals .  3280.306(g)(2) 

WW-N-351B,  Pipe,  Nipples,  Threaded .  3280.604(a) 

WW-P-377D-1962,  Seamless  Copper  Pipe,  Standard  Sizes .  3280.703 

WW-P-401D-1969,  Cast  Iron,  Soil  Piping  and  Fittings .  3280.604(a) 

WW-P-406D-1973,  Welded  and  Seamless  Steel  Pipe  for  Ordinary  Uses  3280.703 

WW-P-541D-1971,  Plumbing  Fixtures  for  Land  Use .  3280.604(a) 

WW-V-54D-1973,  Valve,  Gate  Bronze.  125—150  and  200  pound .  3280.604(a) 

WW-V-58B-1971,  Valve,  Cast  Iron  Gate,  Threaded  and  Flanged .  3280.604(a) 

ZZ-R-765B.  Rubber  Silicone . . .  3280.611(d) 


DD-G-451C-1968,  Glass,  Float  or  Plate,  Sheet,  Figured  (flat,  for  glaz-  3280.403(b)(3)(iii) 


ing,  mirrors  and  othbr  uses. 

Gas  Appliance  Laboratory,  (GAL) 

3138  East  Olumpic  Blvd.,  Los  Angeles,  CA  90023 
Standard  for  Fireplace  Stoves  for  Installation  in  Mobile  Structures ........  3280.703 

Hardwood  Plywood  Manufacturers  Association  (HPMA) 

Box  6246,  Arlington,  Va.  22206 

HPMA-SG-1971,  Structural  Design  Guide  for  Hardwood  Plywood .  3280.304(b)(1) 

HUD-FHA  Use  of  Materials  Bulletin 


Department  of  Housing  and  Urban  Development,  Washington,  D.C. 

20410 

HUD-FHA  Use  of  Materials  Bulletin-UM-25d,  Application  and  Fasten-  3280.304(b)(1) 
ing  Schedule:  Power  Driven,  Mechanically  Driven  and  Manually 
Driven  Fasteners. 

International  Association  of  Plumbing  and  Mechanical  Oflicials  (lAPMO) 


5032  Alhambra  Avenue,  Los  Angeles,  California  90032 

PS-2-1966,  Cast  Brass  and  Tubing  P-Traps . . .  3280.604(a) 

PS-4-1966,  Drains  for  Prefabricated  and  Precast  Showers . .  3280.604(a) 

PS-5-1966,  Special  Cast  Iron  Fittings .  3280.604(a) 

PS-9-1966,  Diversion  Tees  and  Twin  Waste  Elbow .  3280.604(a) 

PS-14-1971,  Flexible  Copper  Water  Connectors . . .  3280.604(a) 

PS-17-1971,  ABS  Plastic  Drain,  Waste  and  Vent  Pipe  and  Fittings .........  3280.604(a) 

PS-18-1973,  Cultured  Marble  Lavatory . .  3280.604(a) 

PS-23-1968,  Dishwater  Drain  Airgaps . .  3280.604(a) 

PS-27-1969,  PVC  Plastic  Drain,  Waste,  and  Vent  Pipe  and  Fittings .........  3280.604(a) 

PS-31-1971-T,  Backflow  Prevention  Devices .  3280.604(a) 

TSC-9-1972,  Gas  Supply  Connectors  for  Mobile  Llomes .  3280.604(a) 

TSC-22-1972,  Porcelain  Enameled  Formed  Steel  Plumbing  Fixture .  3280.604(a) 

Military  Specifications  (MIL) 


Naval  Publications  Information  Center,  5801  Tabor  Rd.,  Philadel¬ 
phia.  PA.  19120 

MIL-L-10547E-1975,  Liners,  Case,  and  Sheet,  Overwrap;  Water-Vapor-  3280.611(d) 
proof  or  Waterproof,  Flexible. 
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National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Avenue,  Boston,  Mass.  02110 

NFPA-31-1974,  Installation  of  Oil  Burning  Equipment .  3280.703 

NFPA-54-1974,  Installation  of  Gas  Appliances,  Gas  Piping  in  Buildings  3280.703 

NFPA-58-1974,  Storage  and  Handling  of  Liquefied  Petroleum  Gas .  3280.703; 

3280.704(b)(5) 

NFPA-70-1975,  National  Electrical  Code .  3280.801(b); 


3280.808(a) 

NFPA-90B-1973,  Resident  Type  Warm  Air  Heating  and  Air  Condition-  3280.703 
ing. 

National  Forest  Products  Association  (N)FPA 
1619  Massachusetts  Avenue,  N.W.,  Washington,  D.C.  20036 


Structural  Design  Data — Wood  (N)FPA-1970  .  3280.304(b)(1) 

Span  Tables  for  Joists  and  Rafters  (PS  20-70)  (N)FPA-1973 .  3280.304(b)(1) 

Stress  Grade  Lumber  and  its  Fastenings  National  Design  Specifica-  3280.304(b)(1) 
tions  for  (and  supplement)  (N)FPA-1973. 

Working  Stresses  for  Joists  and  Rafters  (N)FPA-1974  .  3280.304(b)(1) 

National  Particleboard  Association  (NPA) 

2306  Perkins  Place,  Silver  Spring,  Md.  20910 

NPA-1-1973,  Particleboard  for  Mobile  Home  Decking . . . .  3280.304(b)(1) 


National  Sanitation  Foundation  (NSF) 

3475  Plymouth  Road,  Ann  Arbor,  Michigan 

NSF-4-1963,  Commercial  Cooking  and  Warming  Equipment . 

NSF-5-1972,  Hot  Water  Generating  Equipment  for  Food  Service  Estab¬ 
lishments  Using  Spray  Type  Dishwashers. 

NSF-14-1965,  Thermoplastic  Materials,  Pipe  Fittings,  Valves,  Traps, 
and  Jointing  Materials. 

NSF-24-1972,  Plumbing  System  Components  for  Mobile  Homes  and 
Recreational  Vehicles. 

National  Woodwork  Manufacturers  Association  (NWMA) 

40  West  Madison  Street,  Chicago,  Illinois  60606 

NWMA  I.S.  1-1974,  Wood  Flush  Doors  (interior,  exterior) . 

NWMA  I.S.  2-1973,  Wood  Window  Units . 

NWMA  I.S.  3-1970,  Wood  Patio  Doors . . . 

NWMA  I.S.  4-1970,  Water  Repellent  Preservative  Treating  for  Mill- 
work. 

Product  Standards  (PS) 

Standards  marked  with  asterisk  (*)  are  available  from;  U.S.  Govern¬ 
ment  Printing  Office,  Washington,  D.C.  20402 
Other  standards  are  available  from:  National  Bureau  of  Standards, 

Washington,  D.C.  20234 

PS-1-1974.  'Construction  and  Industrial  Plywood . 

PS-51-1971,  Hardwood  and  Decorative  Plywood . 

PS-56-1973,  Structural  Glued  Laminated  Timber . . 

PS-56-1973,  ‘Basic  Hardboard..... . . . 

PS-59-1973,  ‘Prefinished  Hardboard  Paneling . . . . 

PS-60-1973.  ‘Hardboard  Siding . . . 

PS-5-1966,  Porcelain  Enameled  Formed  Steel  Plumbing  Fixtures . . . 

Society  of  Automotive  Engineers  (SAE) 

400  Commonwealth  Drive,  Warrendale,  Pa.  15096 
SAE-J533b,  Flares  for  Tubing . . . 

Truss  Plate  Institute  (TPI) 

Suite  200,  7100  Baltimore  Avenue,  College  Park,  Md.  20740 
TPI-1972,  Span  Tables  for  Light  Metal  Plate  Connected  Wooden  Truss¬ 
es. 

TPI-1974,  Design  Specifications  for  Light  Metal  Plate  Connected  Wood 
Trusses. 

Underwriters'  Laboratories,  Inc.  (UL) 

207  East  Ohio  Street  Chicago,  Illinois  60611 
ULr44-1974,  Tests  for  Flammability  of  Plastic  Materials  for  Parts  in  3280.703; 

Devices  and  Appliances.  3280.715(e)(1) 

Ul<-103-1971,  Factory-built  Chimneys . .  3280.703 


3280.304(b)(1) 

3280.304(b)(1) 

3280.304(b)(1) 

3280.604(b)(1) 


32a0.304(b)(l) 

3280.304(b)(1) 

3280.304(b)(l] 

3280.304(b)(1) 

3280.304(b)(1) 

3280.304(a] 

3280.604(a) 


3280.705(f)(1)  and  (2) 


3280.304(b)(1) 

3280.304(b)(1) 


3280.703 

3280.703 

3280.604(a) 

3280.604(a) 
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CFR  Citation 

UL-109-1972,  Tube  Fittings  for  Flammable  and  Combustible  Fluids  and  3280.703 
Refrigeration  Service,  and  Marine  Use. 

UL-127-1971,  Factory-built  Fireplaces .  3280.703 

UL-167-1974,  Smoke  Detectors,  Combustion  Products  Type  for  Fire  3280.208(c) 
Protective  Signaling  Systems. 

UL-168-1971,  Smoke  Detectors,  Photoelectric  Type,  for  Fire  Protective  3280.208(c) 
Signaling  Systems. 

UL-181-1972,  Factory-made  Air  Duct  Materials  and  Air  Duct  Connec-  3280.715(e) 
tors. 

UL-214-1971,  Flame  Tests  of  Flame-resistant  Fabrics  and  Films .  3280.703 

UL-307a-1969,  Liquid  Fuel-burning  Heating  Appliances  for  Mobile  3280.703 
Homes  and  Travel  Trailers. 

UL-307(b)-1971,  Gas-heating  Appliances  for  Mobile  Homes  and  Travel  3280.703 
Trailers. 

UL-311-1971,  Roof  Jacks  for  Trailer  Coaches .  3280.703 

UL-441-1973.  Gas  Vents .  3280.703 

UL-465-1975,  Air  Conditioners,  Central  Cooling . . .  3280.703 

UL-559-1975.  Heat  Pumps . 3280.703 

UL-569-1973,  Pigtails,  Expansion  Coils,  and  Flexible  Hose  Connectors  3280.703 
for  Liquefied  Petroleum  Gas. 

UL-1025-1973.  Electric  Air  Heater .  3280.703 

UL-1042-1973,  Electric  Baseboard  Heating  Equipment .  3280.703 

UL-1096-1973,  Electric  Central  Air,  Heating  Equipment . . .  3280.703 

Steel  Joist  Institute  (SJI) 

1703  Parthem  Road,  Suite  204,  Richmond,  VA  23229 
SJI-1973,  Standard  Specifications  and  Load  Tables — Open  Web  Steel  3280.304(b) 

Joists,  J  and  H  Series. 


(FR  Doc.  Bl-16153  Filed  5-28-81;  8:45  am) 
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4843  . 24519 

4844  . 25077 

4845  . 27899 

Administrative  Orders: 

Presidential  Determinations: 

No.  81-6 

Of  May  13, 1981 . 27623 

No.  81-7 

of  May  20,  1981 . 28833 

5CFR 

870 . 25595 

890 .  25595 

Proposed  Rules: 

2422  .  26488 

2423  .  26488 

2424, . 26488 

2429 .  26488 


7CFR 

28 .  24927 

250 .  26759 

273 .  27901 

800 .  27070 

802 .  28145 

905 . 27323 

907 .  25423,  26605,  27625, 

28611 

910 .  24523,  25596,  26759, 

27902, 28835 

915  .  27469 

916  . 28835 

918 .  25423 

944 .  27469 

982 .  26037 

985 .  25424 

1032 .  24927 

1040 .  27903 

1050 .  24927 

1068 .  28145 

1076 .  27904 

1098 .  27089 

1133 . 27625 

1135 .  28611 

1137 .  27626 

1701 . 25079,  28836 

1809 .  28330 

1865 .  27908 

1942 . 24523,  27909 

1945 .  27908,  28330 

1951 . 27908,  28330 

Proposed  Rules: 

Ch.  IX . 28859 

Ch.  VI . 28171 

57 .  28170 

271  . 27960 

272  .  27960 

273  . 27960 

419 .  24954 

930. . . 26065 

953 .  25625 

981  . 27126 

982  .  25626 

993 .  26786 

999 . 25626 

1040 .  25626 

1068 .  27501 

1701 . 25096,  27344,  28170 

1076 .  26337 

2851  . 26787,  28859 

2852  .  25097 


8CFR 

100...... 


109 .  25079 

211  . 25597 

212  .  24929,  25081 

214 .  25597,  28623 

242 .  25597 

244  .  25597 

245  . 25597 

248 .  25597 

280 .  28624 

299 .  28625 

449 .  28625 

Proposed  Rules: 

235 . 26653 

251 . 26653 

9CFR 

73 .  25425,  27627 

82 .  24524,  25599 

92 .  24930,  26040 

303 . 26760 

331 . 24524,  28837 

381 . 26760 

Proposed  Rules: 

92 . 26065,28860 

381 . 26350 

10CFR 

Ch.  II . 27270 

2 . 28627 

30 .  26471,27910 

50  .  28838 

51  . 28630 

430 . 27324 

455 .  27862 

501 . 26605 

1530 . 28395 

Proposed  Rules: 

Ch.  1 . 24576,  28660 

50 .  26491 

212 .  25315 

459 .  25466 

903 .  25426 

12  CFR 

201 . 27090 

204 .  27090 

217 .  27090 

265 .  28398 

335 .  25204 

545 .  24526,  24531 

584 .  24526 

701 . 26275 

760 . 26607 

Proposed  Rules: 

Ch.  Ill . 26654 

210 . 24576 

226 .  28560 

329 .  28660 

545 .  24579 

563 .  24579 

571 . 24579 

13  CFR 

111 . 24931 

120 . 25083 

Proposed  Rules: 

Ch.  1 . 24955 


14  CFR 

21 . 27092 

39 . 24931-24936,  25427- 

25429, 26042, 26043, 26608, 
27095-27098, 27628-27630, 
28146-28149,28632 


71 . 25430-25433,  26044, 

26043, 27099-27101, 27630- 
27632,28150, 28151 

73 .  26045,  27632 

75 .  27102,  27633 

95 .  25434,  26045 

97 .  24937,  26609,  27634 

121 . 28305 

135 . 28301,  28305 

159 . 28632 

207  .  25417,  28378 

208  .  25418,  28378 

212 .  25418,  28368 

214 . 28379 

221 . 25418 

223 .  25418 

249 .  25414 

375  . 25419 

385 . 28379 

399 . 28380 

1206 . 28399 

Proposed  Rules: 

Ch.  1 . 25466,  27710 

21 . 27710,  27712,  27885 

39 .  26069,  26070,  27715, 

27885 

71 . 24957-24961,  25467, 

26071, 27126-27128, 27716- 
27720,28171 

73 . 27128 

75 .  25468 

91 . 27885,  27889 

159 .  26358,  26656 

121 . 27893,  27897 

135 .  27897 

207  . 28383 

208  .  28383 

212 . 28383 

218 . 28383 

221a . 25637 

245  .  28381 

246  . 28381 

374 .  25321 

15  CFR 

373 . 26275 

376  .  24532,  28637 

377  . 24532,  28637 

379 . 26275 

385 . 26275 

399 .  26275,  27103 

Proposed  Rules: 

930 . 26658 

1001 . 27501 

16  CFR 

0 .  26284,  27634 

1  . 26284,  27634 

2  .  26284,  27634 

4  .  26284,26293,27634 

5  .  26050,  26284,  27634 

13 .  24940,  25289,  26611, 

27634 

305 .  25290 

1145 .  27910 

1307 . 27910 

1500 . 27910 

1700 .  26297,  27910 

Proposed  Rules: 

Ch.  1 . 25468 

Ch.  II . 25478,26262,  27721 

13 .  25102,  25103,  25476, 

28444,28661 

450 . 24584 

1301 . 25638 


1145 .  27963 

1307 . 27963 

1500 .  27963 

1610  . 28665 

1611  . 28665 

1700 .  27963 

17  CFR 

1 . 24940,  26000,  26299, 

27473 

3  . 24940,  26299 

4  .  26004,  26761 

15  . 26472 

16  .  26472 

17  . 26472 

18  .  26472 

21 . 26472 

140 .  26004,  26761 

145 . 24940,  26299 

147 . 24940,  26299 

Proposed  Rules: 

1  . 25106 

3 . ; . 25106 

32 . 25106,  25107 

210 .  27344 

229 . 25638,  26789 

240 . 26789 

18  CFR 

2  .  26613 

46 .  25084 

131 . 25084 

270  .  24537 

271  . 24548-24549,  27635 

281  . 27911 

282  .  24549,  25599,  28839 

294 .  24550 

401 . 25439,  26638 

Proposed  Rules: 

157 .  24585 

271 . 25643,  25644,  27963- 

27966 

282 . 26352,  28672 

284 .  24585,  27355 

292 . 26352 

19  CFR 

159 .  24944 

355 .  26472-26475 

Proposed  Rules: 

Ch.  1 . 28172 

201 . 28673 

207 .  28673 

20  CFR 

401 . 24551 

404 .  25601,  29190 

416 . 29190 

Proposed  Rules: 

Ch.  1 . 26790 

656 .  26789 

676 25084,  25645,  27462 

679 .  25645,  27462 

21  CFR 

5  .  26052,26299 

109 .  24551 

145  . 28839 

146  .  26300 

193 .  24945,  26762 

430 .  25602,  25605 

436 .  25602,  25605,  25607 

440 . 25602 

442 .  25605,  25607 
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7 . . . 
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166 _ 
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180 _ 

182 _ 

2. . 

.  28648 

351 _ 

503 . 

430. _ 

. . 

524. _ 

. .  24808 

436. . 

542 _  ..... 

.  24AQ6 

440>_ . 

. .  25651 

545. _ 

.  24896 

444. 

.... . .  25651 

547. _ _ 

.  24800 

44a . 

. . .  25651 

Proposed  Rules: 

527._ . 

462 _ 

?4902 

54a  . 

545. . 

24902 

130a_...„. 

. .  24593 

22CFR 

29CFR 

1903 . 

oaoAO 

41.  . . 

1910 . 24556,  24558.  288^ 

2530 . . 281 SI 

201.. . . 

23CFR 

Proposed  Ririet: 

625 . 


.27722 


24CFR 

. 29221 

201 . PS6Dd 

20a. - 2^87^27105 

205 . — 27105 

207 . 27105 

213 — . 27105 

. . 27105 

. 27105 

^ — . 27105 

234  -  25087,27105 

235  -  27105,  28401 

- - 2n05 


2602» . 27328 

2610. - - - 26765 

2670. . 27330 

2671 . 27330 

PropoMd  Rules: 

O'-  ^ — . — 25109 


AAl . . 

242. . 

. 27105 

974  AC 

244. . .  971  ne 

885. . 

.  28841 

688 . 

.  28838 

3280 . 

2®232 

Propossd  Ruiss: 
235 . 

24594 

885 . 

.  25107 

25CFR 

5-l . 

28755 

105 . 

. .  26475 

173 . 

.  28470 

24a . 

_  98478 

700 . 

Propossd  Ruiss: 
700 . 

27915-27919 

OM . . —.25108 

1910 - 25653.  2735a  28864 

1918a. .  98884 

30CFR 

Propossd  Ruiss: 
221 . 

27900 

22a.- . 

.  ?6661 

601 _ 

.  2S0SO 

840 _ _ 

24963 

841-  . 

842. - 

.  ?4963 

843. — . . 

24903 

844- . 

24903 

648 

24963 

31  cm 

2oa— . . 

28152 

poa- . 

53a _ _ 

Propossd  Ruiss: 

209-.  .ju.. 

97aAO 

32  cm 

57 _ _ 

25440 

299. . 

26461 

Propossd  Ruiss: 

24596.28865 
.24S9a  28865 
.24596,28885 
.2459a  28865 
- 26498 

Ch.  V. _ 

Ch.  VI. _ 

CttXVl _ 

DKfO . 

33CFR 
Ch.  1.. _ 

_  _ _  26153 

2a 

66 

— .  ...  27642 

80 _ 

82. _ 

84. _ 

.  29153 

86 _ 

_  .  .  9Rm 

87 _ 

88 _ 

90.„. 

91 . 

.  29153 

94. _ 

.  29153 

97. _ 

- .  29153 

96 _ 

100. _ 

- .  .  26636 

iia-.-. 

_ _  OttfUA 

182".  .  .  _  07044 

1«-. _ 

165. _ 

. .  ^9055 

183 _ 

....  27644 

252..- 

. .  28649 

264- _ 

27S. _ 

- 28649 

. .  28649 

278 . 

. . 28W 

.28649 


341. 

Proposed  Rules: 

^  •• . . 24596,  288^ 

- 26661 

- 27128 

- 26072 

- - 26792 

. 26792 

— . 26792 

- 26792 

. 26792 


95..  . . 

185. _ 

320  _ 

321  _ 

322. _ 

323  _ 

324  . 

325..  . 

326. . 

327 . 

328.  . 

329.  . 

330..  . 


. 26792 

— 26792 
— 26792 
— 26792 
— 26792 
......26792 


34CFR 

78 _ 

104 _ 

300_ _ 

735 _ 

776 _ 

779^ 
797 _ 


. 27304 

.....25614 

....25614 

.....26056 

. 26058 

.....26057 

.....26057 


36CFR 


.24964 


Propossd  Ruiss: 
Ch.  1— . 

. -28846 

P7723 

atHI— . 

9a.>LQA  26665 

7 - 

-  97060  27970 

37  cm 

.  29176 

201 _ 

-25442,26846 

38  cm 

3- 

\ 

36 -  25443,25444.26482 

P*opossd  Ruiss: 

a.... 

21 _ L. 

.264%  28679 

39CFR 

111 - 25090,25446 

601 - - - >_ 26639 

Propossd  Ruiss: 

111: - 25109.  26792,  27970 

40CFR 

» . 27333 

. 26301 

52  ™;;™.  24560.  24562.  24946. 

2S090. 25092. 25294. 25446. 
26301-26304. 26484. 26640. 
26641 . 26767-26769, 27119, 
27339, 27923-27932. 281 55- 
28159.28650 
- - - 27341,  28402 

61  - 27341 

62  -  27342 

66 -  27119 

81 - 25294.25301.25446, 

26305.27933 
24948,  28160 
27473 


86..> 

122.. 


123 -  28161.28850 

162. - 26305,  27938 

173 . . 26058 

180 - 24950.  25615.  26770. 

26771, 27480. 27936-27939, 
28403 

261 - 27473 

264. - 27119,27473 

265 -  27119.27473 

761  - 27614. 27615 

762  - 27120 

1501  - 25461 

1502  - 25461 

1508 - ...25461 

Proposed  Rules; 

Ch.  I _ 

35. _ 


50. _ 

51 _ 


24965.26680 

- 27314 

25656 
—  24596 


52. - .24597-24602,  24966, 

24967, 25110, 25322.  x.’m. 
K481. 25483. 25485. 25^, 
26074, 26353. 26499. 26793. 
27129. 27501-27504, 279% 
26179.28671 

60 - 2^01.28180 

61. - 25113 

62 - 26504 

« - 26075 

81 - 24604,  25324,  253% 

26355,26504.^081^^ 

86. - 26078,  26796 

123 - 24968. 26796. 27132 

180 -  24605,  25486,  25659. 

26663. 26796, 271%  2^: 

27975 


IVtf— . . 

261 .  . 

- 26356 

27363 

264. . 

29680 

26a . 

26680 

267 

28680 

420...- . 

434 . . 

26873 

466 _ 

- 25114 

761 - 25411, 25660. 27617- 

27619.26446 

41  cm 

Ch.  L........  26061.  26484,  27645 

1Q1 .  27940 

5-S - - 


26CFR 
1 _ 


24945.  27635 


IV 
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5A-1 . 27122 

5A-3 . 27122 

5A-5 . 25615 

5A-16 . 27122 

8-1 . 28163 

8-1.4 .  26643 

8-8.2 .  26643 

8- 95 .  26644 

9- 1 . 25302 

9-2 .  25303 

9-3 .  25303 

9-4 .  25303 

9-5 .  25303 

9-7 . 25303 

9-9 .  25303 

9-10 .  25304 

9-15 . 25304 

9-18 .  25304 

9-23 .  25304 

9-50 .  25304 

14-3 . 25617 

101-37 .  25618 

105-735 . 25305 

42CFR 

32 .  25622 

401 . 24551 

405 .  24564,25093 

43CFR 

Public  Land  Orders: 

49  (Revoked  by 

PLO5920) . 28410 

431  (Amended  in  part 

by  PLO  5942) . 28856 

554  (Revoked  by 

PLO  591 4) . 28405 

739  (Revok^  by 

PLO  5879) . 28166 

848  (Revok^  ki  part 

by  PLO  5868) . 28164 

1095  (Revoked  in  part 

by  PLO  5919) . 28410 

1163  (Revoked 

by  P.LO.  5864) . .27653 

1261  (Revoked 

PLO  5897) . 28416 

1385  (Revoked  by 

PLO  5933) . 28853 

1442  (Revoked  by 

PLO  5889) . 28857 

1555  (Revoked  by 

PL0  5909)..„ . 28415 

1718  (Revoked  in  part 

by  PLO  5898) . 28407 

2225  (Revoked  in  part 

by  PLO  5932) . 28652 

2693  (5to 

PLO  5896) . 28403 

2724  (Amended  in  part 

by  PLO  5931) . 28853 

2920  (Revoked  in  part 

by  PLO  5912) . 28415 

3061  (Revoked  in  part 

by  PLO  5876) . 28418 

3292  (Revoked  in  part 

by  PLO  5876) . 28418 

3342  (AmefKjed  in  part 

by  PLO  5927) . 28852 

3966  (Revoked  in  part 

by  PLO  5877) . 28165 

4289  (Revoked  in  part 

by  PLO  5886) . 28411 

4790  (Revoked  in  part 
by  PLO  5918) . 28410 


501 1  (Revoked  by 

PLO  5905) . 

...28417 

5073  (Revoked  in  part 

by  PLO  5900) . 

...28409 

5860 . 

...25619 

5861 . 

...26061 

KflRP . 

...27653 

6863 . 

...27651 

S864 . 

...27653 

5865 . - . 

...27651 

fifififi . 

...27652 

*»fi7 . 

...28163 

5868 . 

...28164 

5869 . 

...28413 

5870 . 

...28164 

5871 . 

...28413 

5872 . 

...28414 

5873 . 

...28165 

5874 . 

...28414 

5875 . 

...28411 

5876 . 

...28418 

5877 . 

...28165 

5878 . 

...28165 

5879 . 

...28166 

5880 . 

...28166 

5881 . 

...28167 

588P . 

...28857 

5884 . 

...28415 

5885 . 

...28416 

5886 . . 

...28411 

5887 . 

...28414 

5888 . 

...28655 

5889 . 

...28857 

5890 . 

...28858 

5891 . 

...28656 

5892 _ 

...28413 

5893 . 

...28167 

5894 . 

...28416 

5895 . 

...28404 

5896 . 

...28403 

5897 . 

...28416 

5898 _ 

...28407 

5899 

...28408 

5900 . 

...28409 

5901 . 

...28409 

5902 . 

...28417 

5903 . 

...28404 

5904 . 

...28404 

5905 . 

...28417 

5906 . 

...28417 

5907 . 

...28418 

5908 

...28412 

5909 . 

...28415 

5910 . 

...28412 

5911 . 

...28412 

5912 . 

...28415 

5913 . 

...28405 

5914 . 

...28405 

5915 . 

...28406 

5916 . 

...28406 

5917 _ 

....28406 

5918 . 

....28410 

5919 . 

....28410 

5920 . 

....28410 

5921 . 

....28411 

5922. . 

....28406 

5923 . 

....28652 

5924 . 

....28857 

5925 . 

....28655 

5926 . . 

....28851 

5927 . 

....28852 

5928 . 

28652 

5929 . 

....28651 

5930 . 

....28852 

5931 _ 

....28853 

5932  .  28652 

5933  .  28853 

5934  .  28854 

5935  . 28654 

5936  . 28655 

5937  .  28854 

5938  .  28854 

5939  .  28854 

5940  .  28855 

5941  . 28855 

5942. . 28856 

44CFR 

9 . 24951 

64  .  26305,  26772,  26774, 

27123,28443 

65  . 26061,  26775-26777, 

279^11 

67 . 26308-26355,  27942, 

27943, 28418, 28656 

70 . 26644-26648,  28431- 

28442 

Proposed  Rules: 

67 .  26077,  26085,  26797, 

26798, 27133, 27139, 27976, 
28446-28456 

45CFR 

500 .  26062 

531 . 26062 

Proposed  Rules: 

Ct\.  XI . 24969 

302 . 25660 

46CFR 

33 .  28167 

94 .  28167 

157 .  27654 

192 . 28167 

502  .  24565 

503  .  28858 

510 .  24565 

525 . 24575 

Proposed  Rules: 

Ol  1 . 26086 

Ch.  IV . 25326 

148 .  27724 

47CFR 

0 .  27654 

2 .  26485,  26649 

22 .  27655 

31 . 28656 

73  .  25461,  25462,  25620, 

26062, 26223, 26485, 26486, 

26649,27706,27944 

74  .  27481 

81 . 26485 

83 .  25463,  26485 

90 .  27481,27707 

94  . 27953 

95  . 26778 

Proposed  Rules: 

Ch.  1 . 24969,  25661,  27506, 

28183,28456,28457 

2 .  26507 

21 . 26507 

25 .  26798 

31 . 26356 

33  .  26356 

34  .  26356 

35  .  26356 

73  . .25487-25489,  25662, 

26509-26515, 26663, 26798, 
27725-27728, 28681 , 28684 

74  .  26507 


76 . 25490 

90 .  27729 

48CFR 
Proposed  Rules: 

15 . 26664 

47 . 26664 

49CFR 

1 . 26651 

171 . 28657 

531 . 24952 

571 . 25463 

577 .  28657 

639  . 26651 

640  .  26651 

1033  .  25094,  25310-25312 

1034  . 26064,  27709 

1039 .  27342 

1048 .  25314,  28658 

1056 . 25621 

1064 . 27343 

1109 . 28658 

1244 . 26781 

Proposed  Rules: 

Ch.  1 . 25491 

Ch.  X . 26336,  28192 

171 . 27146 

173 .  25492,  27146 

1002 .  25326 

1102 .  26087,  28457 

1132 .  26799,  26801 

1134 .  26799,  26801 

1201 . 25114,  26515,28458 

1241 . 25114,  26515,28458 

1248 . 25114 

1300 . 28457 

1307 .  27732 

50CFR 

216 .  27056 

285 . 27482 

611 . 27483,  27489 

658 .  27483,  27959 

Proposed  Rules: 

Ch.  1 . 28171 

13 .  28881 

17 .  24607,26464 

21 . 28881 

23 .  28192 

651 . 27147 

653 .  25327 

682 .  28883 
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V 


AGENCY  PUBLICATION  ON  ALIGNED  DAYS  OF  THE  WEEK 

The  following  agencies  have  agreed  to  publish  alt  This  is  a  voluntary  program.  (See  OFR  NOTICE 
documents  on  two  assigned  days  of  the  week  41  FR  32914,  August  6,  1976.) 

(Monday/Thursday  or  Tuesday/Friday)., 

Monday 

Tuesday  V.'ednesdav' 

fridsv 

DOT/SECRETARY 

USDA/ASCS 

DOT/SECRETARY 

USDA/ASCS 

DOT/COAST  GUARD 

USDA/FNS 

DOT/COAST  GUARD 

USDA/FNS 

DOT/FAA 

USDA/FSQS 

DOT/FAA 

USDA/FSQS 

DOT/FHWA 

USDA/REA 

DOT/FHWA 

USDA/REA 

DOT/FRA 

MSPB/OPM 

DOT/FRA 

MSPB/OPM 

DOT/NHTSA 

LABOR 

DOT/NHTSA 

LABOR 

DOT/RSPA 

HHS/FDA 

DOT/RSPA 

HHS/FDA 

DOT/SLSDC 

DOT/SLSDC 

DOT/UMTA 

DOT/UMTA 

CSA 

CSA 

Documents  normally  scheduled  for  publication  on  a  day  that 
will  be  a  Federal  holiday  will  be  published  the  next  work 
day  following  the  holiday. 

Comments  on  this  program  are  still  invited. 

Comments  should  be  submitted  to  the 

Day-of-the-Week  Program  Coordinator, 

Office  of  the  Federal  Register, 

National  Archives  and  Records  Service, 

General  Services  Administration. 

Washington.  D.C.  20408. 

List  of  Public  Laws 


Note:  No  public  bills  which  have  become  law  were  received  by  the 
Office  of  the  Federal  Register  for  inclusion  in  today's  List  of  Public 
Laws. 

Last  Listing  May  27, 1981 


Just  Released 


Code  of 
Federal 
Regulations 

Revised  as  of  January  1,  1981 


Quantity  Volume 


Price 


Amount 


Title  7-Agriculture 
(Parts  900-944) 

Title  7-Agrlculture 
(Parts  945-980) 


Total  Order 


A  Cumulative  checkbst  of  CFR  issuances  foi  1 980  appears  in  the  back  of  the  first  issue  of  the  Federal  Register 
each  month  in  the  Reader  Aids  section.  In  addition,  a  checklist  of  current  CFR  volumes,  comprising  a  complete 
CFR  set.  appears  each  month  m  the  LSA  (List  of  CFR  Sections  Affected). 


Please  do  not  detach 


Order  Form 


Mail  to:  Superintendent  of  EDocuments,  U.S.  Government  Printing  Office,  Washington,  D.C.  20402 


Enclosed  find  S _  Make  check  or  mortey  order  payable 

to  Superintertdent  of  Documents.  (Please  do  not  send  cash  or 
stamps).  Include  an  additioruil  25%  for  foreign  mailing. 

Charge  to  my  DapoaK  AooounI  No. 

ri  I  1 1  I  I  i-n 

Order  No _ 


A 

rPNOSIVfWQ ; 


CredH  Card  Ofdere  Onfy 
Total  charges  $ _ 

Credit  r— I — I — I— 

Card  No.  I _ I _ I — L 

Expiration  Date  $ — p 
Month/Year  I _ L 


Fill  in  the  boxes  below. 


Please  send  me  the  Code  of  Federal  Regulations  publications  I  have 
selected  above. 

Name— First,  Last 


Company  name  or  additional  address  line 


(or  Country) 


State  ZIP  Code 


For  Office  Use  Only. 

_ Quantity  Charges 

Enclosed _ 

To  be  mailed _ 

Subscriptions _ 

Postage _ 

Foreign  handling _ 

MMOB _ 

OPNR _ ; _ 

UPNS _ 

Discount _ 

Refund 


PLEASE  PRINT  OR  TYPE 


1 


\ 


■  \ 


0. 


/' 


\ 


iK. 


